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PREFACE. 

The following monograph is the outgrowth of a short 
course of lectures delivered by me each year to the Junior 
Engineering students of the State University of Iowa, upon 
Limes, Mortars and Cements. Owing to the great increase 
in the amount of Portland cement used and the great value it 
possesses as a building material, this monograph treats only 
of the making, testing and using of Portland cement. 

The term "Portland Cement" as here used means an 
artificial cement made by mixing in certain known propor- 
tions, clay and chalk containing silica, alumina, iron, and 
carbonate of lime, and burning this mixture to the point of 
incipient vitrifaction and then reducing this burned product 
to an impalpable powder. 

The term "Portland Cement" primarily means an artificial 
mixture. The term "Natural Portland" has very much the 
same meaning as natural artificial would have. 

I wish to acknowledge my indebtedness to Dr. L. W. 
Andrews, Ph. D., Professor of Chemistry, State University 
of Iowa, for his kindness in writing the chapter upon the 
Chemical Processes, etc., page 91, and where quotations 
have been made from existing publications, credit has been 
given in a foot note. 

My endeavor in writing this monograph has been to place 
before the engineering professsion the following essential 
points : 



i 



vi PREFACE. 

First. — In the making of Portland cement. The selection 
of the raw materials, their proper treatment by the different 
methods in general use. The burning of this material with 
the types of kilns used. The reduction of the clinker to 
cement powder and its proper storage. 

Second. — In the testing of Portland cement. The require- 
ments as set forth in the different standard specifications. 
Methods to be followed in the testing, and the various 
mechanical devices used in making the tests. 

Third. — In the using of Portland cement. The compar- 
ative value of different cements. The uses of Portland 
cement as a material of construction. Proper methods of 
manipulation. Estimates of quantities and cost. 

More space has been devoted to the testing and using of 
cement than to its making; for the reason, that, upon these \ 

two points every civil engineer should be thoroughly informed 
while a knowledge of the details of cement making is, from 
necessity, confined to a limited class of cement experts. 

I venture hope that this book may prove of value not only 
to students in engineering, but to the engineering profession 
at large. 

Charles D. Jameson. 

Iowa City, 
May gth, ffyj. 
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PORTLAND CEMENT. 
A MONOGRAPH. 



CHAPTER I. 
GENERAL CONSIDERATIONS. 

Among the most important of building materials may be 
placed lime and cement, . There is very little " Engineering 
Construction" into which they do not enter to a greater or 
less extent, and their ultimate value depends more upon the 
manner in which they are used than is the case with most 
building materials. 

Take wood, stone, or iron, for example, provided a good 
quality has been selected, nothing the constructor can do will 
materially affect this quality. The material may be used inju- 
diciously, and uneconomically, but the ultimate strength re- 
mains the same. A square inch of steel w r ill stand about the 
same tensile strain under all circumstances. With limes and 
cements, however, this is not the case. No matter how per- 
.» feet the original quality of the cement may be, it may become 

absolutely worthless and a source of danger, if not properly 
handled and applied after being received. 

This fact makes it of the utmost importance that, at least, 
all engineers should be familiar with the manufacture, use, 
and methods of testing limes and cements. Thev should know : 
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First. — The best and most rapid methods of testing cements, 
in order to ascertain the quality and characteristics of the 
cement received. 

Second. — Knowing the quality of the cements to be used 
and the results to be attained, they should be familiar with 
the most approved methods of manipulation in order that the 
desired results may be attained, and attained at a minimum 
cost. 

Third. — They should be familiar with the maximum results 
that may be obtained with any given type of cement. 

A thorough understanding of these three points is necessary 
in order to make the general use of cement safe and at the 
same time economical. The engineer should be able to 
recognize a good cement when he gets it, and if it is not 
good, to indicate the probable reason of its failure, whether in 
the raw material, the method of making, or the treatment it 
received after the making. 

Both lime and cement, when used for building purposes, 
are mixed with a certain amount of water and used in a more 
or less plastic condition. While in this plastic condition they 
are placed in the work in whatever position or form is required 
and then this mixture hardens with more or less rapidity. 

This hardening is called setting, and it is this property of 
setting under different conditions that forms one of the radical 
differences between limes and cements. 

Lime Mortar will only set when exposed to the action of 
the air, and therefore can only be used in layers so thin that 
the air can penetrate to all parts of it. All parts of this lime 
mortar must not only be accessible to the air, but to insure 
setting the air must be dry. 

Where lime mortar has been used in cellars that are damp 
and in the plastering of houses exposed to the damp sea winds 
its absorption of moisture has been so great that it never has 
become thoroughly set, and is always more or less damp and 
soft. With cement and cement mortar this is not the case. 

A mixture of cement and water, properly made, will not 
only set in the open air, but will set when immersed in water 



LIME AND CEMENT. 3 

or when in a vacuum. That is, contact with the air is not 
necessary, in order that the process of setting may take 
place. In fact, not only is contact with the air not necessary 
for the setting of cement, but in order that the maximum 
results may be reached, all cement mortar should be kept 
either wet or immersed until it has become thoroughly set. 

This may be considered as one of the most important rules 
governing the use of cement, viz: 

The quality of any cement work is very materially improved 
by keeping it wet during the process of setting. Some idea 
can be formed of the amount of the improvement due to 
keeping the work wet, by a study of the diagrams in Chapter 
IX. From this fact, that contact with the air is not necessary 
for the proper setting of cement, it is evident that there is 
almost no limit to the mass of cement mortar or concrete that 
can be used. No matter how massive the structure may be, 
and no matter in what thickness the cement mortar or concrete 
may have been used, if the proper materials have been 
properly manipulated, this mass will set thoroughly through- 
out. Therefore while lime can only be used in a dry location 
and in thin layers, cement can be used in any location and in 
any quantities. 

Lime mortar under the best of circumstances has very little 
strength, either of adhesion or cohesion, while the best Port- 
land cements properly used attain a strength superior to that 
of any of the building stones, with the exception of some 
granites, quartzites, and trap. 

The chemical changes and reactions that take place during 
the process of setting, in either lime or cement, are not, 
apparently, well understood, as much conflict of opinion exists 
among chemists upon this question. In Chapter VI. by 
Launcelot Andrews, Ph. D., F. C. S., will be found the results 
of the most recent chemical researches upon the question. 

The general differences between limes and cements, from 
an engineering standpoint may, therefore, be taken as lying 
in the fact that limes will set only in contact with dry air 
while for the setting of cement, not only is the presence of 
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dry air not necessary but the best results obtain when the 
cement is kept wet or immersed in water. 

There can be no sharp line drawn between limes and 
cements, although there is no difficulty in distinguishing at sight 
between pure lime and good cements. 

The ordinary lime of commerce consists of the calcined 
carbonate of lime in a state of greater or less purity. 

The constituents of cement are carbonate of lime, silica, and 
alumina with iron, with a few other ingredients of more or 
less importance. These three, carbonate of lime, silica, and 
alumina, with iron, however, are the most important, and are 
always present in varying proportions. It is the relative 
proportions in which these constituents are mixed that make 
the resulting cement more or less hydraulic, that is, the power 
of setting under water, as the hydraulicity of the resulting 
compound varies as the percentage of the ingredients vary. 
We have cementing compounds from pure lime at one end of 
the list to Portland cement at the other. They can be 
divided into the following three classes: Lime, Hydraulic 
Lime, and Cement. 

Lime consists of practically pure carbonate of lime with 
less than 10 % of impurities. 

Hydraulic Lime has mixed with the lime from 10 to 25 % 
of silica, alumina and iron. 

Cement contains: 

Lime, - - - 55 to 65 % 
Silica, - - - 18 to 24 % 
Alumina and iron, - 8 to 14 % 

These usually amount to 94 or 96 % of the whole. The 
balance may be made up of magnesia, alkalies, and sulphuric 
anhydride. These last are present in minute quantities, and 
although they undoubtedly have some influence upon the 
qualities of the cement, still this effect is very slight. 

Lime. — Lime is made by the simple calcination of more or 
less pure carbonate of lime. This is found as limestone in all 
parts of the world. The calcination is done usually in a kiln 
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of a form of construction shown in Fig. 1. The fuel most 
commonly used is wood, but either soft coal or coke may be 
used. The method of charging the kiln is as follows: A 
rough open arch is built of limestone above the bottom of the 
kiln. Upon this is placed a layer of fuel, then a layer of 
limestone, a layer of fuel, and so on, alternately, to the top 
of the kiln. The layers of fuel grow less as the top is 
approached. The fire is started at the bottom, and the 
temperature gradually increases. As the fuel is consumed 

the limestone drops to- 
wards the bottom, and 
more fuel and limestone 
is added at the top. As 
rapidly as the limestone 
becomes sufficiently 
burned it is removed 
from the bottom of the 
kiln. It comes from the 
kiln in hard, white, rock- 
like pieces. 

One peculiar- 
ity of the freshly 
burned lime is 
the great avid- 
itv it has for wa- 
ter. and, when 
it is exposed 
to moisture, the 
great amount of 
carbon it will 
absorb. 

Lime that has 
not been expos- 
ed to moisture, 
and is in more 
or less the same 
„,,,,, ,,,_, condition in 

Fig. 1. 




A 



6 PORTLAND, CEMENT. 

which it came from the kiln, is called JQtucklime. When this 
lime has been exposed to moisture in any shape, and allowed 
to absorb as much as possible, it is called Slaked Lime. 

All lime, before being used, must be slaked. This can be 
done by Drowning, Sprinkling, or exposure to the air. 

Drowning. — The quicklime is spread out in a w r ater-tight 
box and water added until it is completely covered. The 
entire amount of water needed should be put in at once. 
When the water is added the temperature rises, the mass 
effervesces, the quicklime increases rapidly in bulk, slowly 
disintegrates, and finally falls to pieces in a fine white powder, 
soluble in- water. The impurities are separated from the lime. 
If additional water is added after the process of slaking has 
commenced the temperature is lowered and the slaking is not 
done as thoroughly as it otherwise would be. After the 
water has been added it is a good plan to cover the box so as 
to retain the heat as much as possible. 

The increase in bulk due to slaking is 200 or 300 °/ c • The 
lime, after the slaking is complete, is run off through an ^ 

opening in one end of the box. It is about the consistency of 
very thick cream. The opening is covered with a grating 
or netting to prevent the passage of hard lumps, etc. The 
slaked lime is run either into another box or into an excavation 
in the ground, this second box or excavation being many times 
larger than the slaking box. The slaked lime soon becomes 
a stiff paste, and should be covered with sand or boards. It 
should not be used for mortar for a number of days, usually 
about 10, until it has become thoroughly cool. 

Slaking by Sprinkling. — The quick lime is spread out in a 
layer 6 or 8 inches in thickness, and thoroughly sprinkled with 
water. It slowly disintegrates and falls into powder. There 
is no great increase in the temperature, and no effervescence ^ 

takes place. One drawback to this method is the space and 
time required, which are both much greater than is required 
for Drowning 1 and there is no reliable data to show that the 
lime thus slaked is in any way improved. 

Air Slaking. — The lime is spread in layers 4 to 6 inches 
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thick, and exposed to the air. It must be turned a number 
of times in order to insure thorough exposure to the air. The 
time and space required are both very great and the gain, if 
any, small. Thoroughly slaked lime paste can be put up in 
air-tight casks and kept without deteriorating for almost any 
length of time. 

.HYDRAULIC LIME. 

Hydraulic Lime is made by the simple calcination of lime- 
stone that contains anywhere from 10 to 25 per cent, of the 
requisite impurities. The temperature required for calcination 
is but slightly higher than that needed for the burning of quick- 
lime. The material must be slaked the same as quicklime 
before it can be used, and is reduced to powder in this way. 
No grinding machinery for reduction is used. The slaking 
is much slower than is the case with quicklime and as the 
proportion of impurities increase it becomes slower and slower, 
until at last a point is reached where the resulting substance 
passes from hydraulic lime to natural cement. The reduction 
must be done by grinding and the hydraulicity becomes a 
prominent characteristic. 

Cement. — Cement as used in an engineering sense means 
such a combination of lime, silica, alumina and iron, that when 
properly calcined, reduced to powder, and gauged with a 
proper amount of water has the property of setting under 
water and in places where it is not exposed to the action of the 
air. It also has the property of setting when in contact with 
the air. 

For good results to obtain, the proportion of the requisite 
constituents must be within certain narrow 7 and well-defined 
limits. These proportion have already been given. 

The cements used in building construction can be divided 
into two general classes. 

NATURAL CEMENT. 
ARTIFICIAL OR PORTLAND CEMENTS. 

In what follows the term Portland cement means always 
an artificial cement as distinguished from natural cement. 
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Natural Cements. — In many parts of this country and 
Europe, there have been found immense deposits of impure 
limestone, that contain with more or less accuracy the necessary 
constituents for the making of cement. These constituents 
have been mixed by nature and for cement making must be 
used in the proportions found. 

The actual proportions do not usually conform with that 
required for the best cement, but the extreme cheapness at 
which this cement can be put upon the market renders it a 
most valuable addition to the materials of construction. The 
natural cement does not in any way compete with the Portlands, 
but it has done much to raise the standard of masonry 
construction, from the fact, that its small cost allows of its use 
in many, places where lime was used before. 

The difference between the natural and Portland cements 
as to the raw materials used is this: 

The desirable constituents in each are the same. 

In making natural cements, some impure limestone that 
contains as nearly as may be the correct proportions of lime, 
silica, and alumina is used, and the value of the resulting 
cement depends upon the correctness w r ith which nature has 
mixed these ingredients. It is found good, bad and indifferent. 

With the raw material for Portland cement, however, nothing 
is left to chance. It is known, within certain narrow limits, 
what the constituents should be, and in what proportions they 
should be present. This being known, such materials are 
used as contain these constituents in a more or less pure 
state, and then these comparatively pure raw materials are 
mechanically mixed in the correct proportions. 

The mere fact that the raw materials are nearly perfect 
does not insure good cement, as the best of raw material may 
be rendered useless by improper burning or grinding. But, 
on the other hand, no good cement is possible unless the raw 
materials are good. Of course any mechanical mixture of 
lime, silica, alumina, etc., within the limits named, will give 
good Portland cement if properly burned and ground. But 
in selecting raw material there is one other, most important, 
question that must be considered, viz., that of cost. 
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In order to make a perfect mechanical mixture the materials 
must -be reduced to an impalpable powder. The harder the 
materials, the more expensive this is; consequently, in selecting 
the raw material, the question of the cost of reduction must 
be considered.' 

The advantages of Portland cement over natural cement are 
*wo, viz.: 

1st. The Portland cement is much better fer se. The 
best natural cement never attains the hardness nor has the 
strength or durability of the most ordinary Portland. 

2nd. Where proper care is used, Portland cement of any 
one brand possesses a uniformity of quality that can never be 
attained in the making of natural cement. 

Examine almost any stone quarry, and the impossibility of 
obtaining a uniform quality of stone in any quantity w r ill be 
seen at once. The quality of the stone varies in different parts 
of the quarry and in different layers of the stone, no two 
layers containing the same chemical constituents. As the 
stone is used in the condition in which it comes from the 
quarry, it will be seen that there will be an unavoidable 
variation in the quality of the resulting cements. 

With Portland cement this is different. The raw materials 
are practically pure, and after experiments have given the 
proportions of mixing and the subsequent methods of treat- 
ment, there is no excuse for any irregularity in the results. 

This uniformity in results is the one great point to be worked 
for in cement making. It can only be accomplished by the 
exercise of the greatest care in the selection and treatment 
of the raw materials. In the process of making there are 
some radical differences between natural and Portland cements. 
In the calcination the natural cements require a temperature 
but little above that required for lime burning, while the 
Portland cements require a temperature just short of that 
required for vitrification. The mixing, grinding, etc., all 
increase the cost of the Portland until at last the finished 
product brings about $3.00 per barrel on the market, while 
the natural cement sells for 50 cents. 
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True economy in the choice of cements consists in using 
the one best adapted for the work in hand. When the work 
is such as to justify the increased expense on account of 
required durability or strength, then the best Portlands should 
be used. But on less important work or masonry of a cheaper 
character, the natural cements should be used. Nothing has 
done more to improve the character of all masonry work during 
the last twenty-five years, than the cheapness and excellency 
of these light-burned natural cements. 



CHAPTER II. 
HISTORICAL DATA. 

The use of some cementing substance for building purposes 
runs back into the darkness of pre-historic times. We have 
the record of no age of the world in which some form of 
•cement has not been used. At the very earliest periods of 
history, not only was cement in some form used, but the 
proper methods of manipulation were well understood. One 
of the earliest writers upon engineering construction, whose 
^ writings are now available, was Marcus Vitruvius Pollio who, 

as an architect, engineer, and author, worked under the patron- 
age of the Roman Emperor Augustus. No better idea can 
be obtained of the advanced knowledge upon limes and 
cements at that age of the world than by making some 
abstracts from the Works of Vitruvius. We wish to call par- 
ticular attention to the line of reasoning by which the action 
of lime, etc., are accounted for. 

u Having treated of the different sorts of sand, we proceed 

•"to an explanation of the nature of lime — which is burned 

"from either white stone or flint. That which is of a close 

■"and hard texture is better for building walls, and that which 

•*» *"is more porous is better for plastering when slaked for 

^ ■" making mortar, if pit sand be used, three parts of sand to one 

-"of Jime. If river or sea sand, then two parts of sand to one 
•" of lime *If to river or sea sand, potsherds 

*The gain in quality due to mixing finely ground burned clay with lime 
appears to have been well known. 
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"ground and passed through a sieve, in the proportion of one- 
" third part, be added the mortar will be better for use. The 
"cause of the mass becoming solid, when sand and water are 
"added to the lime appears to be, that stones, like other 
"bodies, are a compound of elements: those which contain a 
" large quantity of air being soft, those which have a greater 
"proportion of water being tough, of earth hard, of fire 
"brittle. For stones which, when burnt, would make excel- 
"lent lime, if pounded a,nd mixed with sand without burning, 
"would neither bind the work, nor set hard; but having 
" passed through the kiln, and having lost the property of their 
" former tenacity by the action of intense heat, their adhesive- 
"ness being exhausted, the pores are left open and inactive* 
* ; The moisture and air which were in the body of the stone, 
"having therefore been extracted and exhausted, the heat 
" being partially retained, when the substance is immersed in 
" water before the heat can be dissipated, it acquires strength 
" by the water rushing into all its pores, effervesces, and at 
Mast the heat is excluded. Hence limestone, previous to its 
" burning, is much heavier than it is after it has passed 
" through the kiln; for, though equal in bulk, it is known, by 
"the abstraction of the moisture it previously contained, to 
"lose one-third of its weight by the process. The pores of 
" limestone, being thus opened, it more easily takes up the 
"sand mixed with it, and adheres thereto; and hence in dry- 
"ing, binds the stones together, by which sound work is 
" obtained." 

The use of Pozzolana was well understood and its cement- 
ing qualities were accounted for in the same manner as that 
first given for limes. Although we have no written records, 
still we know that lime was used by the Egyptians, thousands 
of years before the Christian Era, and we have very fair 
evidence that they, also, understood the mixing of clay with 
the lime and thus making a crude form of Portland cement. 

But leaving the ages of antiquarian uncertainty and coming 
down to the times of modern civilization, we find that as late 
as 1757 nothing reliable was known upon the manufacture 
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and use of hydraulic cements. Up to that time the purer 
the limestone the better the lime for constructive purposes. 
Neither hydraulic lime nor cement was known. In 1757 
Smeaton, the engineer in charge of the rebuilding of the 
Eddystone Lighthouse, commenced his experiments upon the 
various obtainable materials for making mortars. The structure 
was of such vast importance and the strength required so 
great that Smeaton, not satisfied with the action of the mortars 
in general use, commenced experiments to determine the 
constituents necessary in a cement that would set under water 
and under salt water.* 

Smeaton was the first to break down the tradition that the 
purest and hardest limestone was the best, at least for hydraulic 
purposes, and the first to prove that a proper mixture of 
carbonate of lime and clay was what gave the best results. 
He was the first to discover that this calcined mixture of clay 
and carbonate of lime was the real cause of hydraulicity. 
The Eddystone Lighthouse stands to-day, not only as a guide 
to "ships that pass in the night," but also as a monument to 
mark the starting point in all that we know concerning 
hydraulic cements. 

From 1757 until about 1824 very little advance was made 
in cement making and no advance was made in our knowledge 
of cements beyond that left by Smeaton. A patent dated 
December 15th, 1824, was granted to John Aspdin, of Leeds, 
bricklayer, for the manufacture of Portland cement. Edgar 
Dobbs, of South wark, was granted a patent for a Portland 
cement mixture in 1810. Maurice St. Leger, of Camberwell, 
was granted a similar patent in May, 1818. These last two 
patents expressly state in their specifications that the material 
was not to be subjected to sufficient heat for vitrification. All 
experimenters in Europe appeared satisfied with producing 
hydraulic lime, with the exception of Aspdin. He soon 
discovered the advantages of incipient vitrification and produced 
Portland cement. Cement works were slowly established, 



*The student should by all means read Smiles' Life of John Smeaton. 
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but owing to the uncertainty in the character of the product,, 
and the great fight against the new cement, by the well- 
established makers of Roman cement* the industry languished 
and barely lived for many years. 

The manufacture of Portland cement in Germany was 
commenced in 1852, near Stettin. In 1855 the first Stettin 
Portland cement works were erected; in 1877 there were, in 
Germany, thirty large cement works. The German works, 
at first, copied the English methods, but now their methods 
are widely different. In 1892, in Germany, there were sixty- 
two large Portland cement factories and the production for 
that year was ten million six hundred thousand barrels. 
Besides these there are also ninety-six smaller factories, the 
production of .which is not given. -j- 

The largest Portland cement works in France are at 
Boulogne. The product equals in character either the Ger- 
man or the English. 

Thti first Portland cement works in this country were 
established in 1875. ^ ts manufacture has been carried on to 
the greatest extent near Allentown and Egypt, Pennsylvania. 
There are factories at Bellefontaine, Ohio; South Bend, Indi- 
ana; Warner's, New York; and the latest and one of the best 
at Yankton, South Dakota. 

Savior's Portland cement, made at Allentown, has the best 
established reputation and has been much used. The Buckeye, 
of Bellefontaine, Ohio, has given as high results in laboratory 
tests as any cement tested by the author. The Western 
Portland cement, of Yankton, South Dakota, has only been 
on the market a few years, but thus far it has given results, 
both in the laboratory and in actual work, that have never 
been excelled by either German or English Portland cements. 
In the United States by far tho greater part of the hydraulic 
cement used is of the light-burned natural cement. The 
Rosendale type, made in Ulster county, New York, supplies 

* Roman cement is similar to our light-burned natural cement. 
"[From Trans. Am. Soc. C. E., Vol. XXX., No. 1, Gary on Cement. 
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nearly one-half the demand for this cement. Louisville, Ken- 
tucky, Utica, Illinois, and Milwaukee, Wisconsin, are the cen- 
ters of production of this type of cement in the west. 

In 1889 there was imported into this country 650,000 
barrels of Portland cement and 150,000 barrels were made 
here. The same year 4,200,000 barrels of natural cement 
was made in this country. 



CHAPTER III. 

MANUFACTURE OF PORTLAND CEMENT. 

One of the first things to be decided upon in establishing a 
Portland cement manufactory is the selection of the raw 
materials necessary. The constituents necessary in the cement 
making materials are lime, silica, alumina, and iron, and for 
the making of the cement the additional item of fuel. 

The necessary carbonate of lime can be found in the shape 
of limestone in almost any locality. But as this must be 
reduced to a fine powder during the first stage of cement 
making, the ordinary limestone is too hard to make this 
possible with the necessary economy. Therefore the softest 
and purest limestones are usually the only ones used. This 
is found in the shape of chalk and in all degrees of hardness 
and purity. The softer it is the more cheaply it can be 
worked, and the purer it is the more uniformity there is in 
the resulting cement. There are immense deposits of this 
material in this country, and consequently no necessity as yet 
of using any of the harder and more expensive varieties. 

Those deposits that have been worked with good results 
are: One running south through. New York state, and 
visible at numerous points through Pennsylvania and Virginia. 
One most excellent deposit, that is worked at Bellefontaine, 
Ohio, from which the Buckeye Portland cement is made. 
One that is worked at South Bend, Indiana; and in the middle 
west, a deposit of almost pure chalk, that, starting north of 
the Canada line, runs down the vallev of the Missouri on the 
western border of Iowa, and keeping south, can be traced 
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into Louisiana and Texas. From that point to about half 
way to the City of Mexico the author has no knowledge 
of this deposit, but, beginning at a point about one hundred 
miles north of Leon, Mexico, there is a good supply of chalk 
to the Isthmus of Panama. On the Pacific coast there is an 
almost unlimited amount of good material, that as yet is 
very little worked. The Missouri belt of chalk is worked at 
Yankton, South Dakota, and no better cement making materi- 
als can be found than at this point, both from a chemical and 
economical stand-point. 

The carbonate of lime, then, should be the softest and 
purest that can be found, other things being equal. 

The silica, alumina and iron are usually found in the shape of 
clay. The clay is usually dark blue and to a certain extent 
indurated. It is usually of such a softness that it may be 
removed with a pick, but of such a hardness that the use of 
some low grade explosive is often economical. About sixty 
per cent, of the clay should be silica. But it must be remem- 
bered in selecting clay that this silica must be in a state of 
chemical combination and not in the shape of sand. This is a 
point that has sometimes been neglected with deleterious 
results. The chemist in analyzing clay for cement making 
must remember that the sand in the clay must not enter into 
his estimate as to the amount of silica available for cement 
making, and clay containing as little sand as possible should 
be used. 

If in the preparation of the raw materials the treatment of 
the clay was such that any sand present was reduced to an 
impalpable powder, then the sand might act in the required 
way as silica, but as no such methods are used, the sand 
becomes a distinct foreign element that is detrimental to the 
manufacture of good cement. Fortunately for cement makers 
in this country, the chalk and clay necessary for cement 
making are often or usually found in contiguous layers. Such 
an arrangement does much to lessen the cost of production. 

The cost of the fuel that is to be used for the burning of 
the cement is the one other item of raw material that must be 
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considered. Therefore as to the quality of the cement, the 
chalk and clay must be very carefully tested, and not only 
tested in the beginning as to their general suitability, but 
tested day by day as the work goes on. Each separate 
layer in the quarries should be tested and the correct propor- 
tions to be used determined. 

Given suitable clay and chalk, with correct subsequent > 

treatment, and the cement will be good and uniform. The 
cost of producing the cement will depend upon the character 
of the clay and chalk and the cost of the fuel. 

The value of the cement to the makers will be the price at 
which it can be sold and this will depend upon the cost of 
transportation to an available market. These various questions 
will decide within certain limits, the location of the works. 

As to the relative financial importance of the raw material 
and fuel. The carbonate of lime is usually about three times, 
that of the clay by weight. The amount of fuel necessary 
runs from 10 to 20 per cent, of the weight of the raw material- 
The resulting cement is about 60 per cent, of the weight of 
the chalk and clay. The w eight of the fuel entirely disappears, 
during the process of manufacture. 

From this data we can make a fair estimate of the best 
location for the works, when the raw materials are separated- 

Cheap transportation to market is necessary for the ultimate 
success of the enterprise and whenever possible the works, 
should be so located as to make water transportation available. 

There is one more point to be considered in connection with 
the reduction of the raw material, viz.: the material used 
should always be that, that can be reduced to a powder with 
the least expense — provided the other qualities are equaL 
Chalk and clay usually fulfill this condition of cheap reduction 
and are therefore most generally used. But when such y 

material cannot be obtained and harder working material must 
be used, such as crystalline limestone or slate, it is still possible 
to reduce such material to powder by means of modern grind- 
ing machinery. The increased cost due to this is not so great 
but that a large profit remains when the product sells at the 
ordinary market rates. 
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In the early days of the manufacture of Portland cement, 
some of the makers in England were compelled to use a lime- 
stone in the place of chalk, and in order to use this they 
resorted to what is known as the Doable Calcination Process. 
That is, the limestone was first burned to lime, the lime 
slaked, and then this paste or powder mixed with the ciay and 
the whole burned to a clinker. This process is very little 
practiced now, owing to the great improvements in the modern 
machinery of reduction. Whatever process is used the result 
should be that the raw materials are reduced to exceedingly 
fine powder and thoroughly mixed. 

After the location of the works has been decided upon, the 
next thing is the designing of the works themselves. This- 
should be done by an engineer who is perfectly familiar with 
the entire process of cement making. The whole should be 
carefully studied out and reduced to paper before any con- 
struction is begun. As much of the process of manufacture 
as possible should be done by gravity. If the raw material is 
so located as to permit, the works should be located below the 
level of the quarries. 

The quarries are on the highest level. The preparation of 
the raw material next. Drying floors, plates, and kilns next* 
Reduction of clinker next. Storage, packing, and shipping 
on the lowest level. It is rare that such an ideal arrangement 
as this can be made, but such an arrangement should be 
borne in mind, and other things being equal, the works made 
to conform to it as nearly as possible. 

Reduction of Raw Material. — The method to be employed 
in the reduction of Raw Material, for the making of Portland 
cement, depends entirely upon the character of the material 
used. 

The object of any method used is, however, the reduction 
of the Raw Material to an impalpable powder, and the 
intimate mechanical mixture of these powders in the correct 
proportions. The processes in general use can be divided 
into two classes. 

The Wet Process and the Dry Process. — In nearly every 
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case, however, some modification or combination of these 
processes is used. 

THE "WET PROCESS." 

The raw materials, to which this process is suited, consist 
of some form of clay and chalk of such a character as to be 
nearly soluble in water. The material is taken from the 
quarries and by means of crushers or grinders reduced to a 
coarse powder. 

In some cases where the material is easily acted upon by 
water, it is not passed through any crusher or grinder, but 
simply used in the form in which it comes from the quarry. 
Whatever preparatory method may be used, however, the 
material when in proper condition is put into water. 

As this is the point where the two materials clay and chalk 
are mixed, much care must be exercised. 

A careful chemical examination of each material must be 
made, the correct proportions decided upon, and then care 
must be taken that these proportions are used. The materials, 
in the correct proportions, are then put into some variety of 
wash mill or mixing machine, with a great quantity of water. 

In some cases each ingredient is put into the mill separately 
and the entire mixing done there. While in there the dry raw 
materials are more or less mixed before any water is added. 

A simple method for partial mixing is to spread the material 
in layers upon a floor, the two materials alternating and the 
thickness of the layers being proportional to the relative 
amount of each material needed. There are six or eight of 
these layers in a pile. The material is removed from the pile 
to the mixing machines by means of barrows, and the man in 
loading the barrows, cuts through all the layers with his 
spade. In this way the material becomes quite thoroughly 
mixed before the mixing machine is reached. 

The Wash Mill. — The construction of the wash mill will be 
understood by an examination of Figs. 2 and 3.* There is a 

*These figures and the descriptions are taken from "Portland Cement: its 
Manufacture and Uses," by Henry Reed, pp. 20S and 209. 
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great variety of these mills. The earliest form is shown in 
Fig. 2. There is a circular trough of masonry about 20 feet 
in diameter and 6 or 7 feet deep. In the center of this is a 
masonry pier, which has on it a fixed sole-plate and socket, 



that receives the toe of a vertical shaft. From this shaft is 
supported a circular rim of wood that has a rack on the under 
side. This rack is driven by a pinion, as shown in Fig. 2. 
There are a number of arms extending from the center to 
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this wooden wheel, and from these arms are suspended, by 
chains, harrows. The cement making material is put into 
the trough with a great surplus of water, and a rotary motion 
given to the wooden wheel. The harrows are thus dragged 
through the material and water, and the material thoroughly 
amalgamated. 

A more modern form is shown in Fig. 3, where a bar is 
substituted for the horizontal wheel. This bar being driven by 
gearing at the center, long knives, bolted firmly to this bar, 
are substituted for the harrows. 

A mill of the size given is driven at about 20 revolutions 
per minute. The correct speed in any case, however, must 
be determined by the character of the material and the rela- 
tive amount of water used. 

In some manufactories they make a practice of double- 
working the 'material. That is, it is thoroughly worked in 
one mill, and then transferred to another, more water added, 
and the amalgamation completed. In modern practice this is 
not usually necessary. The process of working the material 
in the wash mill is as follows: In the first place, only such 
material can be used in this process as will become thoroughly 
disintegrated by water and can be held in suspension by it in 
a finely divided state. The material is reduced by crushers 
and triturators to the necessary degree of fineness and put 
into the wash mill in the correct proportions. This correctness 
of proportions is one of great importance, and one to w r hich too 
much attention cannot be given. Without this correctness the 
resulting cement will be inferior or useless. Sufficient water 
is admitted to the trough to hold the entire mass in suspension 
with ease. For the proper mixing of the materials too much 
water cannot be used. The onlv limit is the amount of water 
supply and the length of time necessary for getting rid of the 
water in " backs," or settling reservoirs. For economy, the 
least amount of water that will thoroughly accomplish the 
disintegration and amalgamation should be used, and this can 
only be decided upon by experiment. Different materials 
require different amounts of water. 
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When the water has been admitted, the wash mill is started 
and the whole mass thoroughly agitated. 

The raw material must become so finely divided that it is 
held in suspension and almost in solution by the water. The 
amount of water is increased and an overflow opened. This 
overflow allows the liquid to escape into a sluice. It flows 
along this sluice until it empties into the " backs." 

In order to guard as much as possible against the introduction 
•of sand into the ultimate mixture, the following arrangement 
is usually made: 

At different points in the sluices or chutes, there are 
depressions or cavities, and in these cavities the movement of 
the liquid is much less rapid than in the chute. The sand 
having a much greater specific gravity than the finely divided 
•clay and chalk, settles to the bottom of these cavities and is 
retained there. In this manner a portion of any sand present 
is prevented from passing into the " backs." 

The best method however, to prevent sand from being 
present in the cement mixture is to use a clay that contains as 
little sand in it as possible. No matter what precautions are 
taken to prevent it, some sand will get into the " backs" if 
there is any in the clay used, and the more sand in the cement 
mixture the poorer will be the quality of the cement produced. 

The principle upon which the wash mill is worked is, that 
the materials are reduced to such a finely divided state, in such 
an abundance of water, that they are practically in solution 
and when they have been sufficiently agitated to bring about 
this result, the liquid, is run off into "backs" or settling 
reservoirs and the cement material allowed to settle. 

There are some disadvantages connected with this process. 
The clay and chalk being of different specific gravities there 
is a possible danger that however well they may have been 
mixed in the wash mill, they may to some extent become 
separated in passing through the sluices. Even if they reach 
the "backs" in the correct proportions, there is danger that 
they may settle unevenly and in layers. 

The only way in which this can be guarded against is a 
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careful testing of the material from time to time, as the work 
goes on. The "backs" require a great deal of floor space 
and in some localities would either be the cause of great 
expense or prohibit the use of the " Wet Process" in its 
entirety. 

When such is the case, however, there are modifications of 
this process that eliminate many of its disadvantages, without 
destroying its utility. 

'Another drawback to the continued use of the simple " Wet 
Process " is the length of time required before the raw material 
is ready for the kilns. Often two or three months are required 
to get rid of the water in the backs. The material must 
settle and the water be carefully drawn off from the top. 

When the material has finally settled and as much water 
has been drawn off as possible, the remainder of the water is 
removed by evaporation, until the "slurry" has stiffened to a 
degree that it can be handled well with a shovel. It is then 
broken up in pieces and taken to the drying floors, where it 
is thoroughly dried by artificial heat, usually the escaping 
heat from the kilns. All of this takes many weeks and neces- 
sitates the carrying of an immense amount of raw material. 

In the "Dry Process" this loss of time is eliminated and in 
some works the amount of prepared raw material on hand is 
never more than one day's supply. This, of course, is 
attained at an increase in the cost of preparation. Modifica- 
tions and combinations of the "Wet" and "Dry" systems are 
used in order to modify the evils of each. 

THE "DRY PROCESS." 

In 1852 the Germans began to turn their attention to the 
manufacture of the " Patent English Portland Cement." They 
had no raw materials available, similar to the chalk and clay. 
But there was an abundance of suitable limestone and highly 
indurated shale. The " Wet Process," or reduction by water, 
was entirely out of the question, and this fact led to the 
inauguration of the so-called "Dry Process." The raw ma- 
terials are reduced by purely mechanical means. Taken 
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from the quarries, they are passed through ordinary stone 
crushers and reduced to the size of macadam, 2 or 2^ inches, 
as a maximum. This crushed material is then passed through 
another form of crusher, called a triturator, that reduces it to- 
the size of coffee beans. It is then reduced to a flour by 
means of some form of grinding machine. These grinding 
machines are of three general types, the vertical runner, the 
ball pulverizers and the horizontal millstones. 

Up to the point of being ground the two materials are 
usually reduced separately. At this point they can be eco- 
nomically mixed in the correct proportions and ground to- 
gether. In this manner an accurate and thorough mixing of 
the two ingredients is accomplished. 

The dry powder is now slightly dampened and run through 
a brick machine. The bricks thus formed are dried thor- 
oughly by artificial heat, and are ready for burning. But a 
few hours' time is necessary to dry the bricks, and but 
comparatively little storage space is required. 

The material having been made into bricks under consider- 
able pressure, the mass is compact and dense, and burns with 
much less uniformity than the dried slurry from the " backs. " 

The raw material is taken from the quarry, crushed, ground,, 
made into bricks, dried, burned, ground to cement, and sold* 
in much less time than is occupied by the material in the- 
" backs" by the " Wet Process." 

All of this, however, is accomplished at a great increase in 
cost, and there are many points in this process that need 
careful watching. 

In order that the result may be of the best, most accurate 
and thorough grinding is necessary. This is the point at 
which the extra expense is incurred. It is an absolute neces- 
sity that the materials should be reduced to impalpability and 
unless it is done in the grinding it is not done at all. With 
modern machinery and the experience of the last fifty years, 
there are but very few cement works that use either the 
"Dry" or "Wet Process," but usually some modification 
suited to the special character of the raw material. 
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Semi-Wet. — In the preparation of the raw material by 
means of the wash mill the following modification of the 
u Wet Process" is often used. 

The material in the mill is mixed with much less water 
than in the "wet." The mixing is done as thoroughly as 
possible and then the slurry removed from the mill, not by an 
overflow, but by conduit near the bottom. This conduit 
conducts the slurry to two millstones between which it is 
thoroughly ground. The advantage of this process is that 
there is much less water in the prepared slurry and consequently 
less time is required for drying. 

Another modification that is used in this country is as 
follows : 

The material is quarried and crushed to a coarse powder. 
It is then thrown into a large mixing machine with a great 
surplus of water. The machine is started and the contents 
thoroughly amalgamated. The whole mass is then lifted to a 
higher level by pumps and run off through sluices to the 
drying floor. 

Mixing Machine. — The mixing machine consists of a boiler 
plate cylinder about 15 feet in diameter and 15 feet in length. 
Inside of this is a rotating mixer driven by steam or water 
power. Cement works of any size will need a number of 
these machines. The slurry is run out over the drying floors 
in layers about 4 inches thick. When sufficiently hardened 
it is cut into bricks about 1 foot square. This is done either 
by a man using a specially formed spade or by means of a 
harrow with cutting blades, that is drawn across the slurry in 
two directions, at right angles with each other. When these 
bricks have sufficiently dried they are turned up on edge and 
finally taken to the drying rooms and the drying completed 
by artificial heat. They are then either placed in the kiln for 
burning or stored away for future use. 

Pug-Mill.-— The material may be reduced and mixed with 
just sufficient water to make stiff mud. It is then driven 
through a pug-mill, which completes the mixing, and is cut 
into bricks as it issues from the pug-mill. These bricks 
require but little time to dry. 
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These are only a few of the most important methods used 
for the preparation of the raw material. All the methods in 
actual use are some modification or combination of the "Wet" 
and "Dry Process." The method that should be used at any 
one locality must depend upon the character of the material, 
its resistance to reduction, the water supply, the available 
ground space, and the question of the value of time. 

These questions can only be answered correctly by an 
•expert in cement making, and such should be employed in 
designing the works. The result that must be attained, in 
•order to produce good cement, is that the raw material shall 
be reduced to minute fineness and that the mechanical mixture 
•of the different raw materials used must be practically perfect. 

Burning Cement. — The raw material must be properly 
reduced, proportioned, and intimately mixed. When this is 
•done it is made into bricks or blocks, dried, and is then ready 
for the burning. 

Upon the well doing of this depends the quality of the 
•cement, as well as upon any of the previous steps in cement 
making, but no more. Unless the preparation of the raw 
material has been properly attended to, no amount of correct 
burning can make good cement, and, further, no amount of 
good burning can make good cement unless the treatment of 
the cement after burning is properly done. 

The accurate performance of each of the three stages is 
necessary for the production of good cement. 

There are three well-defined periods in cement burning: 

First, the driving off of all the water that remains in the 
'slurry. 

Second, the driving off of the carbonic acid. 

Third, the fusing together of the silica, lime, alumina, and 
iron. 

These different periods occur in the order given here, and 
•each requires a different temperature for its proper accom- 
plishment. 

Before the making of Portland cement, all" lime and cement 
burners had lived in constant dread of over-burning their 
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material, and even after a good idea had been formed of the 
constituents necessary for Portland cement, still it was many 
years before any one realized what an increase in temperature 
was needed to give the best result in the cement. 

For the making of the best possible cement from given 
materials, the materials must be burned just as near to the 
point of actual vitrifaction as is possible without reaching iU 
If this point is passed, the cement is over-burned, and the 
amount it deteriorates on account of this depends upon how 
much it is over-burned. 

The particles that are perfectly vitrified have no more 
cementitious properties than so much powdered glass. 

There is this trouble about over-burned cement. Its color 
is good, possibly a trifle lighter, and its w r eight is increased, 
therefore it cannot always be distinguished by the eye from 
cement that is very good. For many years an increase in 
weight was looked upon as an improvement in the quality of 
the cement. Up to a certain point this was true, but beyond 
this point it was not. The more cement is burned, the more 
it weighs, and as distinguished from the light-burned any 
increase in weight marks an improvement in the quality, but 
when the point of vitrifaction is passed, the weight still 
increases, while the quality deteriorates. Therefore, in any 
specifications where the weight is to be specified, care must 
be taken that the required weight is not reached by over- 
burning. 

The color of Portland cement is a light bluish gray, and it 
can be readily distinguished from the various colors of the 
light-burned natural cements. 

The color of the different natural cements runs from a light 
yellow through all shades of yellow and chocolate browns to 
almost black. The color depending upon the material from 
which it is made. 

Kilns. — There are two types of kiln in more or less general 
use and a great number of patent kilns that are not suited for 
general use. A "few of these are suited for use under special 
conditions, and many, as far as the author can find out, are of 
no use whatever. 



DOME KILN. 



2 9 



\ 



Dome Kiln. — The earliest type of kiln used for cement 
burning was what is known as the dome kiln. The general 
form is shown in Fig. 4. This form of kiln is still in more 
general use than any other. 

The relative height and width of these kilns have been 
-changed and rechanged many times during the last sixty 
years of Portland cement burning and possibly, some of the 
details changed, but in all of its essential features it remains 
unchanged. The process of using this kiln is as follows: 

The kiln being cold, 
kindling and light fuel 
are put in on the grate 
bars. On top of this a 
heavy layer of coal, and 
then a layer of slurry, a 
layer of coal, a layer of 
slurry, etc., until a suffi- 
cient amount of material 
is in the kiln. The fire 
is started at the bottom 
and burns up- 
ward, slowly, 
gradually heat- 
ing the whole 
mass. The kiln 
warms up, and 
becomes hot. 
The first action 
of the heat is to 
drive any re- 
maining moist- 
ure from the 
slurrv. A mod- 
erate tempera- 
ture only is 
needed for this. 
As more fuel 
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ignites and the fire approaches the slurry, the temperature 
increases until it begins to act upon the carbonic acid. During- 
the first stage there is a visible vapor being driven off. This 
ceases when the mass has become thoroughly heated to a 
good red heat, and the carbonic acid begins to be driven off. 
The amount of carbonic acid that must be driven off is enor- 
mous, amounting often to 30 or 35 per cent, of the weight of 
the cement material. When this has been accomplished and 
the whole mass raised to a white heat, the third and last stage 
begins, that is the fusing together of the cement making 
materials. At this point is reached the uncertainty of cement 
burning. 

The product mav be under-burned, over-burned or correctly 
burned, and which of these results is attained depends upon 
the proportionment of fuel and slurry. The relative amounts 
of each must be decided upon before the firing begins, and 
when once decided upon cannot be in any way changed. As 
the fuel is consumed the clinker sinks to the bottom and is 
removed, fresh fuel and slurry being added at the top. In 
this way the kiln can be made more or less continuous^ 
Under other circumstances the kiln is charged and the entire 
mass burned, then the kiln allowed to cool and the clinker 
removed. The disadvantages connected with the kiln are as 
follows : 

The relative amount of fuel must be decided upon before 
the burning commences and once the kiln is started the 
amount of fuel cannot be in any way changed. The relative 
amount of fuel necessary depends upon the character of the 
fuel, the character of the slurry, the shape and height of the 
kiln, the temperature, the humidity of the atmosphere, and 
the direction and force of the wind. As will be seen many 
of these conditions are entirely beyond the control of the 
cement maker and are conditions that are liable to change at 
any time during the burning. 

There is an enormous waste of fuel that goes off with the 
carbonic acid. 

Many attempts have been made to utilize this wasted heat 
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by heating with it, the drying rooms, etc. Some of these 
applications have been more or less successful, and some have 
not. The one thing that should never be lost sight of in all 
of these schemes for utilizing this waste heat, is that the main 
object of the kiln and the fuel it consumes is to burn the 
cement, and not to heat the drying floors, and care must be 
taken that, in thus attempting to utilize the waste Jieat, the 
work of the kiln as a kiln is not lowered. 

The clinker as it comes from the kiln is sorted; the thor- 
oughly well-burned taken to the crusher and grinders, and 
the under-burned put to one side to be reburned. This 
re-burning is sometimes done in the same kiln, but at some 
works they have smaller kilns for this purpose. None but 
properly burned clinker should be passed on to the grinders. 

We have thus drawn attention to some of the salient fea- 
tures of the dome kiln and some of the principal disadvan- 
tages connected with its use, and these disadvantages become 
more emphasized when it is used as an intermittent kiln, that 
is, when charged cold, heated up, and then allowed to cool off 
after each charge is burned. When this is done, there is the 
immense loss of heat in reheating the kiln each time, together 
with the unavoidable loss of time. 

In addition to all of this, there is the expense of repairing 
the lining of the kiln after each charge, the heating and 
cooling causing the lining to crack and break. 

The Hoffman Ring Kiln. — Soon after the manufacture of 
Portland cement began in Germany the manifold disadvan- 
tages attending the use of the dome kiln became evident, 
and an effort was made at once to substitute some more 
economical and improved type. This soon led to the inven- 
tion of the Hoffman Ring Kiln, shown in section Fig. 5 and 
in plan Fig. 6. The essential features of this type of kiln, as 
can be seen from the figures, are as follows: 

There is one large central chimney, and around this is built 
a series of compartments. These compartments are connected 
directly with a smoke chamber by means of flues. This smoke 
chamber is annular in shape, and surrounds the base of the 
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Fig. 6. 
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chimney. The draft through these flues can be regulated by 
means of valvular dampers that are worked from the outside. 
The outside compartments are separated from each other by 
means of sliding doors or partitions that may be opened or 
shut at will. Each of these compartments has an opening on 
the outside, through which the cement material is introduced, 
and through which the process of burning can be watched. 
The fuel is put in through openings at the top. The arrange- 
ments are perfect for the admission of the requisite amount of 
fresh air, in order to complete the combustion. 

The kiln shown, Figs. 5 and 6, is a "down draft" kiln. 
That is, the fire is at the top and the heat is drawn down 
through the cement material and passes out through the 
flue at the bottom. In some of these "ring" kilns the fire is 
on the outside and near the bottom, and the opening of the 
flue near the top. This, however, is a mere detail. In what- 
ever part of the compartment the fire and fuel are placed, the 
object is the same, namely: that the heat shall be distributed 
with uniformity through the entire compartment, and that the 
combustion shall be as nearly perfect as possible. 

The method of operating the kiln is as follows: the mate- 
rial to be burned is placed in the compartments. The fire 
in one compartment is started, the heat carried directly to 
the chimney. The compartment begins to warm up. All 
the moisture is driven from the cement making material. 
The heat increases, and the carbonic acid is acted upon. 
Now the heat, instead of being carried directly to the chim- 
ney, is turned to one side and passed through one, two, or 
three adjacent chambers. It warms up these chambers and 
drives off the moisture. In this way all the heat is utilized. 
When more heat is required in these adjacent chambers a fire 
in each one of them is started. These fires serve to complete 
the cement burning and the waste heat is passed along 
through other compartments in order to be utilized. As the 
material in any compartment becomes thoroughly burned, the 
fire is allowed to die out, and cool air is admitted in order to 
hasten the cooling of the material. This cement material, in 
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the condition in which it comes from the kiln, is called clinker. 

As soon as the material has become sufficiently cool it is 

removed from the kiln and fresh material put in. The 

chamber has not been allowed to cool sufficiently to cause 

much injury to the lining by contraction. When the fresh 

material is in place, the heat from some adjacent chamber is 

turned through it, eventually its own fire is started, and so / 

the process is made continuous. 

The material to be burned is preferably in the shape of 
pressed bricks rather than that of merely dried slurry. The 
bricks having been subjected to a certain amount of pressure, 
in the making, are firm, and retain their form better, during 
the burning, than dried slurry. There is, possibly, a slight 
increase in the amount of fuel required to complete the 
burning, but this is more than compensated for by the 
absence of any danger of " dusting." 

The advantages of using bricks instead of dried sluny are 
the same when a dome kiln is used as with a Hoffman kiln. 

By the term " dusting" is meant the disintegration or falling ~ 

apart of the cement material during the process of burning. 
When this happens in a dome kiln the draft is stopped and 
further burning becomes impossible. 

In placing the bricks in a Hoffman kiln, they should be so 
piled as to allow of the heat being drawn through every part 
of the chamber. 

The advantages attending the use of the Hoffman Ring 
Kiln, or kilns of a similar type, are as follows: 

The saving in the amount of fuel is from 10 to 20 per cent, 
owing to the possibility of the continued use of the heat 
from one chamber to another. Also from the fact that the 
arrangement of flues is such that the combustion is much * 

more perfect than is ever possible with a dome kiln, and also 
for the reason that the kiln is never cooled down below a 
certain point and thus the amount of fuel that is required to- 
warm up the dome kiln is saved, after the ring kiln is once 
started. In the Hoffman the fire is entirely under control. 
The burning of the cement material can be watched and the 
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amount of heat acting upon it increased or decreased at will. 
From this fact there exists no excuse for not having the 
cement burned to exactly the right point. 

There need be no uncertainty and no rule-of-thumb as to 
the amount of fuel needed. Each stage of the burning is 
under full control the whole time. Nothing is left to chance* 
There are some drawbacks attending the use of the continuous 
ring kiln. In order to make it an economical kiln it is 
necessary to keep it running as a continuous kiln. That is,, 
keep it running for a season or a considerable length of time* 
When not run as a continuous kiln, but in an intermittent 
manner, it is by far more expensive than the dome kiln. 
There is another very serious difficulty that is met with in 
the continuous running of these kilns. The rinding of some 
suitable material for the lining of the cement chambers. This 
difficulty arises, not so much from the fact that the temperature 
to which the lining is exposed is so exceedingly high, but that 
the lime in the cement material combines with the silica and 
alumina in the fire-brick lining and causes them to flux and 
mix with the slurry. For this reason the intermittent kilns 
are still much used, notwithstanding the very serious defects 
that exist in them. The heat to which the lining of these 
intermittent kilns is subjected is not so great as that in a con- 
tinuous kiln. 

There have been a srreat number of kilns designed of the 
continuous ring type. But in order to secure a patent upon 
any of these designs it was necessary to depart more or less 
from the design of the original Hoffman kiln, and, almost 
without exception, it has been found that the excellency of 
the kilns is diminished just exactly as the original details are 
departed from. There are a number of special types of kilns 
designed for cement burning that deserve short descriptions* 
None of these are in general use, and probably even the best 
of them would not be found economical if used upon a large 
scale. Still the first to be described possesses some positive 
merits in itself, while the last two are at least ingenious in 
their conception. 
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The Bock Tunnel Kiln. — This form of kiln has been used 
with more less success in places where it was necessary to 
burn a certain limited amount of cement and of making the 
first cost of the plant as little as possible. 

The general design of the kiln will be understood by an 
examination of Figs. 7, 8, 9. The tunnel is built of brick and 
lined with fire-brick, with a 2-inch air space between the f 

lining and the outside. The cross-section of the tunnel may 
vary to suit the work that it is expected to do. Where only 
a moderate temperature is required, such as is needed for the 
burning of common brick and lime, a square section with a 
flat arch for a roof, will answer the purpose. Where the 
product is to be Portland cement or paving brick it will be 
found better to give a certain amount of batter to the sides, 
with a deeper arch for the top. 

The chimney is built at one end of the tunnel, and usually 
at the feeding end. The material to be burned is run in on 
trucks that are fastened together in such a manner as to make 
them practically one long truck. Each of these trucks is 
loaded with about 500 brick or their equivalent in cement 
material. The fire boxes are on top in the kilns built for burn- 
ing lime and ordinary brick. But when cement is to be burned 
the boxes on top have been found not to be sufficient, and 
additional fire boxes with gratings have been introduced on 
each side. The tunnel is practically divided into two sepa- 
rate compartments, the one above the other. The manner in 
which this is accomplished is shown in Fig. 8. The platforms 
of the trucks project until they nearly reach the sides of the 
tunnel. Directly under this platform and running the full 
length of the tunnel on each side, is an iron trough, Fig. 9. 
This trough is filled with sand. From the edge of the 
platforms is an iron lip that projects downward into this sand, 
By this arrangement all communication between the upper 
and lower part of the tunnel is cut off. The track and 
running gear of the trucks are in the lower portion of the 
tunnel, and the fire, with the material to be burned, in the 
upper portion. 
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Fresh air is admitted to the lower portion at the chimney 
end. This air passes along under the trucks and assists in 
keeping everything relatively cool. At the other end of the 
tunnel it passes around and up over the end of the truck, and 
returns to the chimney through the material that is being 
burned. In this manner the proper amount of air is furnished 
for combustion. By means of proper dampers, etc., the 
amount of air admitted is regulated to that required. The 
material being burned may be watched during the whole 
process, and the amount of fuel increased or decreased, as 
necessary. 

The trucks are constructed principally of wrought-iron, the 
platform being covered with fire-brick, laid in fire-clay. The 
running gear is lubricated with a preparation of graphite. 

The trucks after being loaded with the raw material are 
forced into the tunnel by means of a' hydraulic press or an 
endless screw worked by steam. 

The capacity of the kiln is almost without limit, as it 
depends upon the length of the tunnel or upon the number of 
them. As yet these kilns have not been used in this country, 
so far as the author is aware, but in France and German}' they 
have been used to a considerable extent in the burning of 
brick and to a slight extent in the burning of cement. 

The cost of one of these kilns of a capacity capable of 
burning 8,000 bricks per day is about 2,000 to 2,500 dollars 
and the number of brick required for construction about 
140,000. The price would include track and trucks. 

In the kiln just described the kiln is a tunnel and the raw 
material is loaded on trucks and placed in it. There is 
another type of tunnel kiln, as it might be described. In 
this case the tunnel is a wrought-iron tube or cylinder that 
has a slight inclination with the horizontal. 

This cylinder is made to revolve upon its longitudinal axis. 
It is set in a fire box and the whole apparatus so designed 
tha't the cylinder may be heated to a white heat, or almost 
any other temperature required, and made to revolve at any 
required speed. The raw material is reduced to the requisite 
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degree of fineness, and the different ingredients then most 
thoroughly and intimately mixed. This dry powder is 
introduced into the upper end of the white hot cylinder. 
The cylinder is slowly revolved, and the fine dust is slowly 
moved down and along the cylinder until it comes out of the 
lower end burned. The speed with which it passes through 
the cylinder is determined by the inclination of the cylinder, 
the speed with which it revolves, and the amount of burned 
cement powder that can be turned out per hour depends 
upon the temperature at which the cylinder is held. This 
type of kiln has some interesting features. It has never been 
used in this country, but the principle upon which it is based 
might well repay a careful investigation. 

There is still another type of experimental kiln that, 
although it has never been used on a large scale as far as the 
author knows, still it may not be without merit. In the last 
described kiln we had a metal cylinder surrounded by fire, 
the cement making material passing through the cylinder. 
In the type now under consideration, the tube is heated to a 
white heat by the burning of gas on the inside. The raw 
material is tempered with water. The heated cylinder is fixed 
horizontally in a trough, in such a manner that it can be 
revolved. The trough is filled with the slurry, to a point just 
beyond where it touches the cylinder. 

As the heated cylinder revolves a thin coating of slurry 
adheres to it and at some point of the revolution this thin 
coating is removed by a scraper. The temperature of the 
cylinder is supposed to be sufficient to thoroughly burn the 
slurry into clinker before it is scraped off. 

Grinding. — After the cement has been thoroughly burned, 
the clinker is removed from the kiln and sorted. Only the 
well-burned clinker is taken to be ground. That portion that 
is under-burned is placed by itself to be reburned, and the 
over-burned is rejected. As soon as the sorting has been 

• 

completed, the well-burned clinker is removed to be ground 
to powder. The clinker is first passed through some type of 
crusher, similar to those described in Chapter VII. In this 
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manner it is reduced to the size of coffee grains, and is then 
reduced to powder b\' means of millstones. Nothing yet has 
been devised that wili do the work as well and as .cheaply as 
properly dressed millstones. 

The necessity of reducing the clinker to flour and of doing 
this as cheaply as possible has led to the designing of a 
countless variety of mills. The two types upon which the 
most work has been done are what are known as edge runners, 
and the ball miils. Of these two the ball mills are giving the 
most satisfaction. 

There is this peculiarity in regard to the grinding of 
cement. The mere fact that it is fine does not satisf}' the 
necessary conditions. It must be floury. Two cements may 
have the requisite degree of fineness and still one of them be 
all grit and the other all flour. The more floury the cement 
is, the better will be the results obtained with it. As yet 
there has been no grinding machine invented that for an 
equal amount of grinding will produce such a large per cent- 
age of flour as the ordinary millstones. 

In regard to the amount of power consumed in grinding 
cement by each of the above principles, the following table is 
taken from "Faija on Portland Cement," Trans. Am. Soc. C* 
E., October, 1893, p. 59: 

Miilstones, 30 to 32 I. H. P. per ton per hour. 
Ball mills, 16 to 18 I. H. P. " " « 
Edge runner, 12 to 14 I. H. P. 
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In each case the cement was ground to about a fineness of 
5 °j c residue on 2,500-mesh sieve. 

Sifting. — In order to insure a uniformity of fineness, some 
makers have all the cement sifted as it comes from the stones. 
The residue on the sieves is thrown back and reground. 

The sifting of the cement is in itself a most excellent idea. 
But care must be exercised, that the workmen do not make 
this subsequent sifting an excuse for careless grinding, and 
thus necessitate the regrinding of a large per cent, of the 
output, 
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Storing. — After the cement has been ground it should be 
stored in suitable store-rooms for a number of days at least. 

Very little Portland cement is at its best immediately after 
being ground, and under the remarks upon the testing of 
cements we have noted some of the peculiarities of the 
cement in this respect. The cement should be stored in 
perfectly dry and well ventilated store-houses. It should be 
spread out in layers of 6 to 10 inches deep. These layers 
can be turned when desired and thus the beneficial effect of 
storage hastened to some extent. 

Most cement makers do not seem to realize the great 
advantages that would obtain by the having of large and 
suitable store- houses. Not only would the quality of the 
cement be improved but, with large store-room space, the 
works could run even when the market was temporarily dull. 

Packing, — When the cement has become thoroughly cool 
or is to be forwarded to the market, it is packed in barrels 
or sacks. The barrels are lined with water-proof paper, in 
order to protect the cement from moisture. When the cement 
is to be used at once, it is usually packed in sacks. These 
sacks are either of paper or burlap. The paper is the cheaper 
and is also preferable, as better preserving the cement. The 
weight of a barrel of Portland cement is about 400 pounds v 
gross. The sacks are of such a size that they hold % or y± 
as much cement as a barrel. 
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TESTING CEMENTS. 



In earning on any work of construction in which cement 
forms an important factor, it is of the utmost importance that 
the engineer should know exactly what class of cement he is 
using and what degree of excellency he may expect to obtain. 

In order to obtain this information with a reasonable degree 
-of accuracy some method of testing the cement is necessary. 
What these methods shall be is still a mooted question among 
the users of cements, and one upon which a great diversity of 
opinion obtains. 

The following are the usual characteristics for which cement 
is tested, viz. : 

Tensile Strength, Compressive Strength, Fineness, Setting 
Cross Strain, Adhesion, Cracking, and Checking. 

Tensile Strength. — -The most usual method of testing the 
quality of cement is by means, of tension. The neat cement, 
or any desired proportions of cement and sand, is mixed with 
sufficient water to make a very stiff paste. This paste is 
molded into briquettes, and after a certain lapse of time 
these briquettes are pulled apart, and the number of pounds' 
strain necessary to do this is recorded. The shape of the 
briquette and the details of manipulation are fully described 
later. 

This is the most usual test for cement. 

In actual work cement is never used in such a manner as to 
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subject it to a tensile strain, and the reason that it is subjected 
to tensile strain in testing is simply one of convenience. 

Tension can be applied to a briquette with more facility 
and uniformity than compression. Any irregularity in the 
making of the briquette can be more nearly equalized in the 
testing machine. 

The apparatus necessary for these tests can be very easily 
improvised at a small cost. They occupy little space, and can 
be readily moved from place. 

The objections to tests by crushing are: * 

ist. With any reasonable amount of care in the preparation 
of the specimens and the carrying on the tests, the results are 
most variable and uncertain. 

In order to make these results of value, much care and 
much skill is necessary in the preparation of the specimens 
to be tested. The size of all the specimens to be tested must 
be exactly the same. It is not enough that we know the 
dimensions of the different specimens. In order that correct 
comparative results may obtain, these specimens must all be 
of the same dimensions. There is very little known as to the 
actual effect of increasing the size of a specimen to be subjected 
to compression. Take a specimen one inch square and two 
inches long, it w r ill take a certain number of pounds to crush it. 

Take a specimen of the same material, four inches long 
and two inches square, that is containing four square inches 
of crushing area. It will be found that the required crushing 
force will be much greater than four times the amount required 
to crush the first specimen, or the resistance to crushing per 
square inch is greater in the larger specimen than in the 
smaller. A more unequal result may be obtained if the length 
of the specimen in proportion to its sectional area is varied. 
From this can be seen the necessity of absolute uniformity in 
the size of the specimens to be tested. 

This requirement does not exist to such a degree in tension 
tests. 

Another great drawback to compression tests is the fact 
that in order to make the results of value the ends of the 
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specimens must be parallel and at right angles to the sides. 
In order to insure this, it is necessary that each specimen to be 
tested should be ground with special apparatus and great care~ 

In order to get any satisfactory results, even when all the 
above conditions have been complied with, it is necessary to 
make the specimens of such a size that the ordinary cement 
testing machines are not powerful enough to crush them, and 
a larger and much more expensive machine is needed. 

For these reasons and others, can be seen the objections of 
requiring the compressive test, in any series of standard tests, 
and this notwithstanding the fact that cement is usually used 
in compression. 

Fineness. — Cement is usually tested to ascertain the degree 
of fineness to which it is ground. The quality of any cement 
is improved by fine grinding. The degree to which this 
should be carried is a mere question of cost. 

The finer the cement is ground, the better it is in quality, but 
also the greater the cost of manufacture, until at last a point 
is reached where any greater increase in fineness costs more 
than it improves the quality of the cement. The grinding 
should stop just before this point is reached. 

It is perhaps needless to say that in most cements the 
grinding stops much before this point is reached. The test 
for fineness is to pass the cement through a sieve of 10,000 
meshes to the inch. That is 100 wires to the lineal inch. 
The wires are what are known as No. 40 Stub's Gauge. 

The amount of cement to be passed through the sieve is 
carefully weighed and then that portion weighed that is left 
on the sieve. Thus the so-called per centage of fineness is 
obtained. A cement that will all pass through a sieve of 625 
meshes per square inch, and only leaves 4 or 5 % on a sieve 
of 2,500 meshes per square inch, is, for practical purposes, 
fine enough. 

The cement that is to be made into briquettes and pats 
must not be sifted, unless for special reasons, but must be 
used exactly as it comes from the barrel. In case good 
results are not obtained by the tests made with the cement as. 
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Fig. io. 



taken from the barrels, then some of the cement should be 
sifted, and briquettes made of that portion that passes the sieve. 
A comparison of the results obtained with the cement sifted 
and unsifted will show how much the quality of the cement 
would be improved by finer grinding. 

Form of Briquette. — Fig. io shows the form of the bri- 
quette that was recom- 
mended by the American 
Society of Civil Engineers 
and has since become the 
standard form in this coun- 
try. The weakest sec- 
tion, as will be seen, is at 
the center. The briquette 
is one inch thick and at 
the smallest section is just 
one inch across, giving a 
breaking area of one square inch. This breaking section is 
much smaller than that used in England or on the Continent. 
It was adopted by the American Society of Civil Engineers 
because of the fact that it was found to be sufficiently large to 
give good results, while its smallness rendered it much easier 
to make the briquettes of a uniform density throughout, with 
a freedom from air bubbles. 

The Making of Briquettes. — Briquettes for testing cement 
are made in two ways, by, hand and by machine. When 
made by hand, the mortar is made of the right consistency 
and pressed into molds by means of a small trowel. The 
briquette is left in the mold until sufficiently set to allow of 
being handled. When only a few briquettes are to be made, 
and all of these made by one person, the hand molds answer 
the purpose. There is always this disadvantage attending 
their use: the mortar being placed in the molds by hand 
and pressed down with a trowel, it is almost impossible to 
give the same amount of pressure to each briquette, and the 
personal equation of the maker becomes a very prominent 
feature in the briquettes, and when these briquettes are made 
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by two or more persons satisfactory results are almost im- 
possible. 

Let two or more persons make a number of briquettes 
from the same lot of cement, with the same proportions of 
water and in apparently the same manner, and when these 
briquettes are broken there will be a marked variation in the 
results obtained from each lot. This variation is often so 
marked as to materially vitiate the result. 

Molds. — The form of the molds used for hand -made 
briquettes is shown in Figs, n, 12, 13. The material is 
usually gun-metal or some other alloy of copper that is suffi- 
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Fig. 11 




Fig. 12. 





Fig. 14. 



Fig. 13. 

ciently hard and does not become 
rusted by exposure to moisture. 
The molds are made in two 
pieces in order to facilitate the 
removal of the briquette. When 
in use the two'parts are held to- 
gether by means of a spring, as 
shown in Fig. 14, or by clamp, as 
shown in Fig. 15. 

Briquette Machines. — The evils 
attending the use of hand-made 
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briquettes have been already mentioned, and numerous at- 
tempts have been made to so modify these methods as to 

insure a greater uniform- 
ity in results obtained from 
briquettes made from the 
same cement. All the 
work done for this pur- 
pose has been along the 
line of obtaining uniform- 
ity in the pressure ap- 
plied to the cement dur- 
ing the making of the 
briquette. 

The Bbhme Hammer. 
— In Germany the stand- 

IG " 15 * ard briquettes are made 

with the "Bohme Hammer apparatus," Fig. 16.* 

The apparatus consists of a tilt hammer with automatic 
action. 

"The hammer is driven by a cam wheel of 10 cams actuated 
"by simple gearing. The wrought-iron handle of the hammer 
"is let into the cross-head which carries the axle of the ham- 
"mer, and keyed to this cross-head and to the cap, so that 
"it may be readily replaced if worn. The steel hammer 
"weighing 4*4 pound, is similarly fastened to the cap. As 
"soon as the intended number of blows has been delivered, 
"the mechanism is automatically checked, the proper setting 
"have been made for this purpose before beginning the work. 

" The number of blows required in the German Standard 
"tests is 150. The forms to receive the mortar consist of a 
"lower and upper case held together by springs. The lower 
"case for compression specimens consists of two angle-irons 
"held on a plane plate by a grinding strip and a screw acting 
"on the latter. Upward motion is prevented by two wedge- 



*The following description is taken from the Trans. Am. Soc. C. E., Oct.,. 
1893. "Gary on Testing of Portland Cement." 
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"shaped surfaces. The lower case and half the upper one is- 
"filled with the mortar to be tested and a plate laid upon its 
"surface. On this plate the blows are delivered. It is of 
"vital importance that the apparatus rest on a firm non-elastic 
"foundation, preferably it should be placed and fastened on a 
"pier of masonry." 

The Jameson Briquette Machine. — The description of 
the machine is as follows: The main portion of the machine 
consists of the cylinder A, Figs. 17 and 18, which is flanged 
at the lower end, this flange corresponding in shape and size 
to the upper part of the base as seen in Fig. 19. The cylinder 
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Fig. 19. 

is bolted to the base by four bolts, each bolt provided with a 
filler that holds the lower face of the cylinder 1 inch above 
the base plate. Both of these faces are accurately planed. 

It is between these two planed faces that the molding plate 
Z, Fig. 20, swings, the fillers on the bolts acting as stops. 

The cylinder A is made in two parts, bolted together. The 
bore is the shape and size of the briquette and is shown in 
plan in Fig. 19. 
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In this bore works a solid plunger of the sh^pe of the bore. 
The length of this plunger is of sufficient length to cover the 
feed hole, when at its lowest point. The plunger is connected 

to the lever B bv the connect- 
ing rod C. The fulcrum of 
the lever B is at D. 

About the point F, Fig. 19 
the plate L swings in such a 
manner, that when at either 
extreme one of the openings is 
directly beneath the bore of 
the cylinder, while the other 
is directly over the extractor 
Fig 19. 

When the extractor is low- 
ered its top is a little below the 
lower side of the molding plate. 
These extractors F and F are 
of the shape of the opening in 
the molding plate, and are rais- 
Fig. 20. ed by the levers G G. The 

object of the extractors is«to force the briquettes from the 
mold. On the outside of the cylinder is the hopper/, Fig. 17. 
The method of operation is as follows: The piston is raised 
until it is above the feed hole, and the cement or mortar in 
the hopper is forced into the cylinder. 

The molding plate is pushed against one of the stops so 
as to bring one of the openings under the cylinder bore. 

The lever B is forced down, causing the plunger to force 
the cement or mortar into the opening in the molding plate. 
The molding plate is then swung against the other stop. 
This movement cuts off the briquette and places it directly 
over the extractor. The other opening in the molding plate 
is directly under the cylinder bore. The extractor is raised 
by the lever G, the briquette forced out and removed. The 
extractor is lowered, the main plunger forced down again, the 
molding plate swung and another briquette made. The 
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cylinder will hold sufficient material for three briquettes. It 
should then be filled again. 

The machine is best operated by two men, one to feed and 
operate the long lever, and the other to swing the molding 
plate and remove the briquettes. 

In regard to the capacity of the machine: three students 
have made three thousand briquettes in ten hours. 

As this machine was an experiment and the strictest econ- 
omy as to cost was necessary, it is in some respects crude, 
and could be made much more convenient for working. 
Probably the first fault that will be noticed is the fact that 
there is no method of regulating the amount of pressure used 
in making the briquette or rather that in no way can one be 
sure that an equal pressure is exerted on each of the briquettes. 
Experiments were made to test the necessity of this, and as 
no decrease in the per centage of variation in the briquettes 

was found, such an exact reg- 
ulation was not deemed nec- 
essary. This probably arises 
from the fact that tfye actual 
pressure is so great under all 
circumstances that the actual 
variation forms but a small 
per centage of it, not suffi- 
cient to varv the results. 

In experimenting \vith a 
fixed pressure, the plunger 
was lowered until it rested 
upon the top of the cement 
in the cylinder. Then a 
weight was dropped a fixed distance upon it. 

Clips. — The shape of the clips is shown in Figs. 21 and 
22. In the early testing of cements the briquette was placed 
in these clips in direct contact with the metal. In time, how- 
ever, this w r as found to be objectionable from the fact that the 
briquettes were not always of such a form that the clips came 
to a full bearing. The consequence was that the clips, only 




Fig. 21. 
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bearing on one side, brought a cross-strain upon the briquette,. 

and it often broke at a point much below the 
normal strain or else broke at some point other 
than the minimum section. 

This fact led in a short time to the cushioning 
of the briquette by putting pieces of blotting 
paper between it and the clips. In this way- 
much of the evil was done away with, but it was 
more or less a nuisance to use the blotting paper 
and there was an irregularity of practice among 
different investigators. 

Sheets of rubber were tried with marked suc- 
cess, and this led at once to the making of the clips 
of the form shown in Fig. 23, where that portion of 
the clij) that comes in contact with the briquette 
is covered with a small piece of rubber tubing. 
The arrangement is such that this tubing can be replaced 
when necessary, and much more uniform results have been 
obtained since the introduction of the rubber 
buffer. 

* In placing briquettes in the testing machine 
care should be exercised that everything comes 
to a full and even bearing. Nothing should be 
hurried, and a certain amount of skill is neces- 
sary. The strain should be applied very slowly, 
about 500 pounds per minute. When the bri- 
quette has broken, a note should be made of the 
number of pounds' strain at which it broke, and 
remarks as to the character of the fracture, — 



Fig. 22. 
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Fig. 23. 



whether it occurred at the minimum section or 
not, and whether it is a square, even fracture. 
If not at the minimum section, or if irregular, 
in shape, a note should be made of any apparent 
fault in the briquette that might account for the irregularity of 
breaking. Even with the greatest possible, care being used 
in the making of the briquettes and in their subsequent 
manipulation there will be found a great per centage of 
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variation in the results obtained. An examination of the tests 
made in the Testing Laboratories of the State University of 
Iowa will clearly show this. 

Taking a good imported Portland cement and making the 
briquettes by hand, it was found at the end of twenty-eight 
days that there would be a variation in the breaking strength 
of about ten per cent. When the briquettes were made in 
large quantities in Jameson's Briquette Machine the variation 
was found to be reduced to about four per cent., and upon 
selecting one hundred apparently perfect briquettes from a 
lot of five hundred, the per centage of variation fell below 
two per cent. These experiments also show the great advan- 
tage that obtains with machine-made briquettes. 

The author has never had the opportunity of using the 
Bohme Hammer apparatus, and therefore can give no com- 
parative results. 

In order to insure a greater uniformity in hand-made bri- 
quettes it is the usual custom in England to mold the 
briquette in the following manner: the description is taken 
from "A Manual of Lime and Cement," by A. H. Heath: 

"The mixed cement is to be lightly placed in the molds, and 
' then is to be pressed for five minutes under a load of ten 
'pounds placed on top of the soft cement projecting above 
• the mold. The loading block to be shaped to the mold, with 
' y 1 ^ inch clearance, and is to be placed on the cement sym- 
metrically; after loading, the surplus cement to be cut off 
'with a trowel or knife, and the briquette smoothed level 
'with the top of the mold." But with the exercise of all 
possible care the hand-made briquettes do not in any way 
compare with those made by machine. The advantage of 
the machine is two fold. First the great pressure to which 
the briquettes are subjected (almost six hundred pounds) 
makes them of a nearly uniform density, and allows of their 
being taken at once from the machine and placed on a slab. 
Second, in the rapidity with which they can be made. This 
rapidity is not only an advantage in itself as a saving of time, 
but has also this great advantage, that it allows of the mixing 
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of a much greater quantity of mortar at once, and thus 
making a greater number of briquettes from mortar that is 
uniform throughout. 

In making briquettes by hand it is usual to mix sufficient 
mortar to make five briquettes. If more mortar than this is 
made at one time and the cement is in any way quick setting, 
there is danger of an incipient set and the necessity of 
reworking the mortar. The evils attending such an opera- 
tion are pointed out in the chapter upon the using of cement. 
In making briquettes by machine sufficient mortar for eighty 
briquettes can be mixed at once, and the time required to 
make this number by machine is less than that required to 
make five by hand. 

Mixing the Mortar. — Until within a few years the bri- 
quettes for testing cement were made solely of neat cement. 

The American Society of Civil Engineers, however, in 1885 
adopted the suggestion of their committee that in testing 
cement the briquettes should be made of neat cement. Then, 
for natural cements, 1 part cement and 1 part sand; and for 
Portland cements, 1 part cement and 3 parts sand. 

The proportions are by weight, and the per centage of 
water used is in proportion to the combined weight of cement 
and sand. The actual amount of water used depends to some 
extent upon the quality of both the sand and cement, and 
also the proportions in which they are used. As little water 
as possible should be used, just sufficient to give the mass the 
consistency of damp sand. There is very little danger of 
using too little water. An approximate amount is 20 to 25 % 
for neat cement, 15 % for one part of sand, and 10 to 12 % 
for three parts of sand. The actual amount used should be 
carefully noted. 

The temperature of both the water and the laboratory 
should be constant, between 60 ° and 70 Fah. 

The mixing of the mortar for testing should be done upon 
some non-absorbent surface. If only a few briquettes are to 
be made, say five or ten, a heavy glass slab answers the 
purpose. When a larger amount, sufficient for use in a 
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briquette machine, the author has found a small porcelain- 
lined sink the most convenient. 

The cement and sand are most thoroughly mixed dry, and 
then the proper amount of water added gradually. The 
mixing must be most thoroughly done until the whole mass is 
of a uniform dampness and consistency. This mixing must 
also be carried on with rapidity. 

As soon as the mixing of the entire mass has been com- 
pleted the work of molding the briquettes should begin at 
once. 

Sand. — There are two kinds of sand that are used in 
cement tests. Which should be used depends upon the 
object for which the tests are being made. If this object is 
to determine the value of the cement for any particular piece 
of work, the sand used should be the sand that is to be used 
in the work, and it is the mortar that is to be tested, not the 
cement alone. 

In case, however, the results should be unsatisfactory, and 
any doubt exist as to the quality of the sand, then the cement 
should be tested with "standard" sand before being rejected. 
In laboratory tests where a long series of experiments are 
being carried on, the results of which are to be compared 
with those obtained by other experimenters, it is necessary 
that some standard sand should be used, sand that can be 
readily duplicated if desired. For this purpose, crushed 
quartz of a given definite size, such as is used for the making 
of sand-paper, should be used. This sand can be procured 
of any desired size, is clean, sharp and in every way most 
excellent. Its use renders possible the carrying on of com- 
parative tests at any number of places. 

Pans or Slabs. — If the briquettes are made by hand in 
molds, they must be left in the mold sufficiently long to- 
become hard, usually not less than two hours. If machine 
made, they are delivered direct from the machine, in a condi- 
tion to be handled. These fresh briquettes should be placed 
upon same non-absorbent substance. For a small number, 
sheets of glass are very convenient; for greater numbers* 
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shallow pans of galvanized iron are good. These pans, slabs r . 
etc., are sold by all dealers in testing laboratory outfits.. 
When the briquettes are placed on these glass slabs or in the 
pans, they are covered with a damp cloth and allowed to 
remain there for twenty-four hours. 

The temperature of the testing room should not be above 
70 nor below 6o°, and of course the briquettes should not 
be left in any position where they will be exposed to the 
sun or any violent change of temperature. After twenty-four 
hours under a damp cloth, a portion of the briquettes should 
be immersed in water. 

Tanks. — The galvanized iron pans for sale by the dealers 
are about two inches deep, and can be had to hold one 
hundred briquettes, the briquettes being on edge. 

Where a briquette machine is used, as in a University 
Laboratory, and a great number of briquettes made, the 
author has found the following arrangement of tanks very 
satisfactory. The tanks are made of wood of any length 
that will suit the size of the tank room. They are about four 
inches deep on the inside, and three or four inches wider than 
the galvanized iron pans. There is an inlet for the water at 
one end and an overflow at the other. As many of these 
tanks can be made as is necessary, and they can be placed, the 
qne over the other, with sufficient space between. The pans 
containing the briquettes can be set in them without in any 
way disturbing the briquettes, and the water turned on. Each 
pan is numbered, and thus the different briquettes are entirely 
distinct. 

Increased Temperature. — In mixing the mortar for bri- 
quettes careful note must be made as to any increase in 
temperature. This increase in temperature indicates the pres- 
ence of free lime. In the best Portland cements the increase 
of temperature upon the addition of water is very slight, but 
in some cases is sufficient to be noted by the hand. With the 
light-burned natural cements there is a very marked rise in 
the temperature, and in working any such cement in the 
laboratory, rubber gloves should be used. The amount of the 
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increase of temperature is, to a certain extent, proportional to 
the amount of free lime in the cement, and various attempts 
have been made to use this fact as a test for the acJtual per 
centage of free lime present. This method, however, of 
determining the free lime has not been found practical, owing 
to the fact that, to make such observations of any value, it is 
necessary to use more care and refinement in, conducting the 
experiments than is practically possible in a cement laboratory. 

Setting. — The test for setting and hardness that is usually 
used is what is called the needle test. This test was first used, 
to any extent, in this country by Gen. Q. A. Gilmore, and is 
thus described in his " Practical Treatise on Limes, Hydraulic 
Cements and Mortars" pages 30, 31: — "Their relative hard- 
ness" (referring to the setting of different cements): "This 
"was measured by the penetration of a steel point or needle, 
"impelled by the impact of a falling body. The needle, which 
"is slightly conical, or tapering towards the point, is truncated 
"at right angles to the axis, so as to give a diameter at the 
"lower end of - t l w of an inch. It protrudes from a socket in 
"the lower extremity of a vertical rod or spindle to which it is 
"firmly secured by means of a thumb-screw. To the upper 
"extremity of the spindle is attached a diagonal scale of steel, 
"accurately graduated to tenths, hundredths and thousandths 
"of an inch, and provided with a horizontal index firmly fixed 
"to the frame-work of the instrument. 

"The absolute penetration of the needle is obtained by 
"taking the difference between the index readings before and 
" after impact. The falling body is a hollow metal cylinder, 
*' weighing one pound, of which the exterior diameter is about 
"equal to the length. 

" This cylinder, in its descent, passes freely over the spindle, 
"and strikes upon the shoulder attached just above the screw. 
" The mortar used to determine the hardness was that of the 
" broken prisms, and the penetrations were taken the same 
"day, generally but a few hours after they had been broken. 
"As these fragments were two inches square in cross-section, 
"and seldom less than two and one-half inches long, they 
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"admit of several trials with the needle. An average of not 
"less than four penetrations, and sometimes more, at each 
"end of the prisms, was taken on all occasions, except when 
"the fragment split open at a lower number, which was some- 
" times the case." 

Gen. Gilmore also used a -^ inch wire with flat end, loaded 
with -J- lb., and a ^ inch wire loaded with one pound. These 
were used on cakes of neat cements 2 or 3 inches in diameter, 
-J- inch thick in the center and -\- inch thick at the edges. 
One cake was left in the air and one cake immersed in water, 
The time at which the loaded wires cease to penetrate the 
pat is to be noted. 

In England a Portland cement is considered to be quick 
setting when it will bear the 1 V inch needle loaded with 4 ozs. 
in ten minutes after mixing with water, and to be slow 
setting if the time occupied is 30 minutes or upwards to 5 




hours. When not sufficiently hard to bear the needle after 5 
hours, the cement may be rejected. These tests are made 
with neat cement. 

Vicat's needle test, Fig. 24, is used at the Boulogne Harbor 
Works; 10J- ozs. (300 grammes) upon a needle with a cross- 
section of 0.00155 square inches (1 square millimeter). At 
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Boulogne a slow setting cement was specified; and one that 
would support this needle in less than half an hour was rejected. 

German Needle Test. — The standard German needle test 
is a needle that has 0.0015 square inch sectional area, weighted 
with 10 ozs. This is placed vertically upon the top of the 
cement pat to be tested. This pat is i-J- inches thick and may 
be inclosed in a metal ring or mold 3.15 inch interior diameter* 

The cement is said to be completely set when the needle will 
make no impression upon the top, and setting is said to have 
begun when the needle fails to pass through the entire cake. 

The author has tried, these various methods of testing the 
hardness and the setting properties of cements and has found 
them all more or less unsatisfactory. In the first place, there 
is an absence of uniformity of methods used by the different 
experimenters, and this, lack of uniformity renders any com- 
parison of the results obtained of very little value. 

Another source of error or lack of uniformitv results from 
the fact that too much depends upon the personal equation of 
the investigator. No two persons will obtain the same result 
on the same cement with any of these needle tests. 

In order to make the tests of the greatest value they must 
be made to a great extent mechanically, and the results- 
obtained and recorded automatically. The results obtained 
by any of the methods heretofore described are only obtained 
at stated intervals, and are merely isolated results. 

There is one point in the setting of cement that is not 
touched upon in these methods and that is the rate of setting. 
We get merely two points in a curve, — the beginning and the 
end. We know when the cement begins to show an appre- 
ciable set, and we know the point at which the increase of 
hardness becomes so slow that the cement is said to be seU 
Between these two points we have nothing to show the shape 
of the curve. In any tests that have been made, that show 
rate of setting from time to time, it will be found that different 
cements set in an entirely different manner. 

The author has used a machine in his own laboratories in 
the summer of 1894, for the examination of the setting quali- 
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ties of cements, that has given most satisfactory results, and, 
50 far as he knows, is of original design. 

A small drill such as is used by dentists, with a bur on the 
-end -J- of an inch in diameter, takes the place of the needle. 
The shank of this drill is about i| inches long and smaller 
than the burr. 

The drill is clamped to a vertical spindle. This spindle has 
a screw thread cut on it and passes through a metal plate, 
where it fits into a corresponding thread. This plate is fixed 
in a horizontal position and the spindle is raised or lowered 
when turned in the plate. 

The spindle is connected with clock-work in such a manner 
that a slow rotary motion can be given to it. This clock-work 
is driven by a light spring and the spindle, gearing, etc., must be 
kept clean and well oiled in order to insure uniformity of work. 

The upper end of the spindle passes above the clock-work, 
to a bell crank the shorter arm of which is fastened to the 
spindle. The longer arm carries a pencil that records any 
movement on a chronograph, the chronograph being operated 
"by separate clock-work. 

The method of using the machine is as follows: a pat of 
neat cement in a mold is placed in the machine below the 
drill. The drill is lowered until it just touches the cement, 
then the clock-work of the machine and of the chronograph 
are both started. 

The drill rotates and works its way down into the cement, 
the distance that it penetrates being recorded on the chrono- 
graph, with the time. As the cement begins to set, the amount 
of resistance encountered by the drill becomes greater, the 
rate of rotation less, and consequently the rate of penetration 
less, until at last a point is reached when the cement has 
became so hard that the drill can make no impression upon 
it and the machine stops. We then have written upon the 
chronograph an exact autobiography of the rate and manner 
of setting of the cement. Nothing has been left to the skill 
or lack of skill in the investigator and the results are contin- 
uously recorded. 
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Fig. 25. 



Adhesion. — The best comparative results in the tests for 
adhesion can be obtained by using two pieces of coarsely 
ground glass about 4 inches wide, 8 inches long and 1 or i-J- 
inches thick. If this is used in a number of experiments, 
carried on at different times and in different places it insures 
a uniformity of material upon which to work. 

The mortar should be made in the required proportions,, 
using less water than would be used in ordinary masonry work. 

The mortar is then spread upon one piece of glass and the 
other piece placed at right angles with the first as shown in 
Fig. 25 and pressed down until the mortar 
joint is \- of an inch thick. 

The sample is then allowed to stand 24 
hours in the air under a damp cloth and 
then immersed in water. They are pulled 
apart at the end of 7 or 28 days. 

When it is wished to make the tests for 
any particular piece of work and the results 
are not to be compared with results obtained in other places. 
The material (brick or stone) that is to be used in the work 
should be used in the tests. When brick or stone are used 
in tests they should be wet in exactly the same manner as 
they are to be in the work. 

A few tests made in this way will not only give the adhesive 
value of the mortar, but by varying the treatment of the brick 
or stone used, very interesting results can be obtained in 
regard to the value of thoroughly wetting the material before 
the mortar is applied. 

Cross-Strain. — The specimen to be subjected to cross- 
strain can be of almost any size. About two 
inches square and eight inches long is con- 
venient. The making of the specimen and 
its subsequent treatment are governed by the 
rules that have been given for the making 
of briquettes. When the specimen is to be 
broken it should rest upon two supports a known distance 
apart. With an eight inch specimen these supports are usually 
six inches apart. 
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The form of the support should be similar to that shown in 
Fig. 26. The knife edge is slightly rounded so as not to cut 
into the specimen. The load is brought to bear upon the 
specimen midway between the supports. 

Blowing. — There is one most important feature that all 

commercially good cements must have, and that is stability of 

\ form. It is absolutely necessary for the future durability of 

the work that the cement used should neither shrink nor 

swell after the process of setting has once commenced. 

It is one of the peculiarities of Portland cement that when 
its constituents have been improperly mixed or the process of 
manufacture improperly carried on, it will have a tendency to 
expand, crack and disintegrate after the setting has com- 
menced. This expanding, cracking and disintegrating is 
called "blowing," and such cement is said to be "blowey" 
cement. There are a number of methods used in testing for 
this feature. Some of the cement is mixed with a small 
amount of water and then pressed firmly into a straight glass 
— lamp chimney. If any dangerous amount of expansion takes 

place the chimney will be broken. By this method also can be 
examined any shrinkage of the cement. This is done by 
pouring some colored liquid into the chimney after the cement 
has thoroughly set, and an idea of the amount of shrinkage 
can be obtained by the amount of liquid that runs down the 
inside. In Germany at some of the cement works great care 
has been taken to investigate with accuracy the actual amount 
of expansion that takes place. For this purpose Bauschinger's 
caliper apparatus has been used. With this apparatus the 
expansion can be measured with an accuracy of -g- Vo"°^ an mcn » 

This expansion may not be perceptible until two or three 
days after the setting has begun, or it may become perceptible 
^ almost immediately. The quicker setting the cement is, the 

more quickly the blowing will commence. 

One of the best methods of testing for blowing is as follows: 
viz. : Gauge the cement with only sufficient water to give it 
the consistency of damp sand; make a few ounces of it into a 
pat about 3 inches in diameter, \- or -J- inch thick at the 
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•edges and \- inch in the center. Make this pat upon a plate 
of glass or some non-absorbent material. The pat should be 
left on the glass under a damp cloth for 24 hours, and then 
immersed in water. Jf the pat, at the end of three days in 
water, shows no signs of cracking or disintegrating at the 
edges, it can be considered safe. In examining the pat for 
cracks the fine hair-like cracks found on the surface, that cross 
and recross each other are not due to blowing, but are merely 
the result of slight changes in temperature. They do not 
•denote a poor cement. The cracks due to blowing are wedge- 
shaped, radiating from the center, and usually accompanied 
by a certain amount of disintegration. 

In order to hasten this test, and thereby save much time, 

the following method is used and recommended by Mr. Henry 

Faija, M. Inst. C. E. The apparatus consists of a vessel of 

. such design that water in it can be maintained at a constant 

temperature of no° to 115 Fah. 

The vessel is covered and under the cover but above the 
water level is a rack upon which the pat can be placed. The 
pat is made and placed on the rack where it is subjected to the 
moist atmosphere above the warm water, the temperature 
of the moist air being a little over ioo° Fah. The pat is kept 
on the rack about 6 or 3 hours and then immersed in the 
warm water for 16 or 18 hours. If at the end of that time it 
remains firm, showing no signs of disintegration and still 
adheres to the glass, it can be considered safe. 

In case however, that it does disintegrate, it does not 
necessarily indicate that either the constituents or method of 
making are at fault. The cement may simply be too fresh. 
Cement when tested about twenty-four hours after being 
ground will often "blow" but if well stored will in a short 
time become good cement. When the cement being tested 
is fresh and "blows" there is the possibility that it may be 
good cement and in order not to unjustly condemn it, a 
sufficient quantity should be spread out in a thin layer and 
then tested again at the end of three or four days. 

Another peculiarity of some Portland cement is that when 
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taken from the mill and gauged with water it will be found 
to be moderately slow setting. Gauge the same cement in 
24 or 30 hours and it will set almost before it can be mixed. 
Store in a cool dry place and in a few days it will become 
more slow setting. 

The older Portland cement is the more slow setting it is, 
and usually the greater the ultimate strength reached by the 
mortar. This of course is onlv true when the cement has 
been stored in a dry, cool place. 

In regard to slow setting cement. Tradition attributes the 
property of slow setting to the presence of an excessive 
amount of lime. This is partly true. That is a cement that 
has an excessive amount of lime in it, is usually slow setting, 
but not invariably so. There are however, other factors that 
affect the setting of cement even more than the presence of 
an excessive amount of lime. 

Take a cement made with the correct proportions of lime, 
silica, alumina and iron, and this cement may be either slow 
or rapid setting, depending, first, upon its age as before noted 
and, second, upon the degree of calcination to which it has 
been subjected. 

An under-burned cement will set quicker than an over- 
burned one. This is true until a point of absolute vitrifaction 
is reached, when the resulting product will never set. 

Abrasion. — There is one more test to which cement is 
sometimes subjected, and that is abrasion. Cement that is to 
be used for sidewalks, floors and artificial stone paving blocks 
should be subjected to this test. Not only should the neat 
cement be tested but also the mixture of cement and sand that 
is to be used in the actual work. 

The resistance of a cement walk to wear depends not only 
upon the character of the cement used but also the hardness 
and toughness of the aggregate. 

First the aggregate and then cement, or vice versa, is 
worn away, and if the cement is not hard but still has suffi- 
cient cementing qualities to hold the aggregate in place, the 
walk mav still be durable. 
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The method of making the test for abrasion is the same as 
that' employed with paving bricks, etc. A cube of the neat 
cement or cement and sand is made. This is allowed to 
harden under water for not less than seven days. The cube 
is then taken from the water and thoroughly dried. After 
drying, it is brushed off with a stiff brush and carefully 
weighed. 

The grinding machines are of two kinds. The first, which 
has been much used in Berlin: a horizontal cast-iron disc that 
rotates about 22 rotations per minute. The cube, 1 cm. in 
size, is held in a clamp and pressed down by a simple lever, 
weighted with 56 lbs. ; 308 grains Napus Quartz No 3 is put 
on the plate at the start and the same amount at the end of 
the fifteenth revolution. After 30 revolutions, the cube is 
taken out and weighed again, and the percentage of loss noted. 

The author has found the following apparatus most satis- 
factory. The cube used was 3 inches; a coarse emery wheel 
4 inches wide and 15 inches in diameter. The wheel was set 
vertically and given 100 revolutions per minute. The cube 
was loaded by a weight of 10 lbs. at the end of lever 3 feet 
long. The cube was subjected to 200 revolutions. 

In concluding these remarks upon the testing of Portland 
cement we wish to say that nothing has done more to improve 
the quality of Portland cement than a rigid system of tests, and 
an absolute enforcement of the specifications in regard to tests. 

Cement makers and users soon discovered what degree of 
excellency was possible, with given raw materials. They also 
soon discovered what were the causes that resulted in an 
inferior cement. 

When all of this became known, there was no further excuse 
for putting poor cement upon the market. Much poor 
Portland cement was still, however, sold and there existed 
much irregularity in the quality of the output, at different 
times, from the same works. All of this was merely the 
result of carelessness on the part of the cement makers and 
this carelessness continued because the users of cements were 
either ignorant of what they should have received for their 
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money, or because they did not hold the makers down to 
strict tests and specifications. 

The marked improvement in the output of cement manu- 
factories began about 1863 or '65, and in Germany. England 
had been the home of Portland cement since its invention and 
commanded the markets of the world. In order to open up a 
place for German cement it was necessary to make some 
improvement in the product. This was not'an affair of much 
difficulty as the English makers had grown careless. This 
superiority of production, however, was not in itself sufficient. 

The German makers must not only make a Portland cement 
better than the English article, but they must make the users 
of cement appreciate the fact that their cement was the best* 

They accomplished this by simply guaranteeing their ce- 
ment. That is, they guaranteed that their cement should 
give not less than certain specified results in certain tests. 
The two tests were fineness and tensile strength. The test 
for fineness was a residue of not less than 3 % on a 2,500- 
mesh sieve, and in tensile strength of not less than 500 lbs. 
per square inch at the end of 7 days. The briquette being of 
neat cement. 

This guaranty was entirely optional on the part of the 
makers, and was done as an advertisement. 

From year to year, however, the effect has been to improve 
the quality of the cement. 

In order to advance with as much rapidity as possible along 
the lines of improvement, the Association of German Cement 
Manufacturers vvas founded in 1877. They have set forth a 
set of specifications for the uniform Delivery and Testing of 
Portland Cement, and these specifications are now generally 
accepted. 

They have also defined what material shall be sold under 
the name of Portland cement, and any member who mixes 
any foreign material with the raw material before burning, or 
during burning, or with the cement after burning, and sells 
the same under the name of Portland cement shall be expelled 
from the Association. The result, of the work of this Associ- 
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ation, has been that to-day the factories which belong to it 
turn out cements that never fall below a certain standard, and 
this standard is sufficiently high to make any of the cement 
.safe for all ordinary uses. It is this uniformity of product, not 
only in the product of one factory at different times, but in the 
product of a number of factories at all times, that places the 
German Portland cements far in advance of any others. 
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CHAPTER V. 

ABSTRACTS FROM AMERICAN, GERMAN, FRENCH, 

AND AUSTRIAN SPECIFICATIONS FOR 

PORTLAND CEMENT. 

American Society of Civil Engineers — Report of 

tIie Committee on a Uniform System 

for Tests of Cement. 

TESTS OF CEMENT. 

The testing of cement is not so simple a process as it is 
sometimes thought to be. No small degree of experience is 
necessary before one can manipulate the materials so as to 
obtain even approximately accurate results. 

The first tests of inexperienced, though intelligent and care- 
ful, persons, are usually very contradictory and inaccurate, and 
no amount of expe'rience can eliminate the variations intro- 
duced by the personal equations of the most conscientious 
observers. Many things, apparently of minor importance, 
exert such a marked influence upon the results, that it is only 
by the greatest care in every particular, aided by experience 
and intelligence, that trustworthy tests can be made. 

The test for tensile strength on a sectional area of one 
square inch is recommended, because, all things considered, it 
seems best for general use. For the small briquette there is 
less danger of air bubbles, the amount of material to be 
handled is smaller, and the machine for breaking may be 
lighter and less costly. 
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The tensile test, if properly made, is a good, though not a 
perfect, indication of the value of a cement. The time requi- 
site for making this test, whether applied to either the natural 
or the Portland cements, is considerable (at least seven days, 
if a reasonably reliable indication is to be obtained), and as 
work is usually carried on is frequently impracticable. For 
this reason, short time tests are allowable in cases of necessity 
though the most that can be done in such testing is to 
determine if the brand of cement is of its average quality. It 
is believed, however, that if a neat cement stands the one day 
tensile test, and the tests for checking and for fineness, its 
safety for use will be sufficiently indicated in the case of a 
brand of good reputation: for, it being proved to be of 
average quality, it is fair to suppose that its subsequent condi- 
tion will be what former experiments, to which it owes its 
reputation, indicate that it should be. It cannot be said that 
a new and untried cement will by the same tests be proved to 
be satisfactory; only a series of tests for a considerable period, 
and with a full dose of sand, will show the full value of any 
cement; and it would be safer to use a trustworthy brand 
without applying any tests whatever than to accept a new 
article which had been tested only as neat cement and for but 
one day only. 

The test for compressive strength is a very valuable one in 
point of fact, but the appliances for crushing are usually 
somewhat cumbersome and expensive, so much so that it 
seems undesirable that both tests should be embodied in a 
uniform method proposed for general adoption. Where great 
interests are at stake, however, and large contracts for cement 
depend on the decision of an engineer as to quality, both tests 
should be used if the requisite appliances for making them are 
within reach. After the tensile strength has been obtained, 
the ends of the broken briquettes, reduced to one-inch cubes 
by grinding and rubbing, should be used to obtain the com- 
pressive strength. 

The adhesive test being in a large measure variable and 
uncertain, and therefore untrustworthy, is not recommended. 
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FINENESS. 

The strength of a cement depends greatly upon the fineness 
to which it is ground, especially when mixed with a large 
dose of sand. It is, therefore, recommended that the tests be 
made with cement that has passed through a No. ioo sieve 
(10,000 meshes to the square inch) made of No. 40 wire, 
Stub's Wire Gauge. The results thus obtained will indicate 
the grade which the cement can attain, under the condition 
that it is finely ground, but it does not show whether or not a 
given cement offered for sale shall be accepted and used. The 
determination of this question requires that the tests should 
also be applied to the cement as found in the market. Its 
quality may be so high that it will stand the tests even if 
very coarse and granular, and on the other hand, it may be so 
low that no amount. of pulverization can redeem it. In other 
words, fineness is no sure indication of the value of a cement, 
although all cements are improved by fine grinding. Cement 
of the better grades is now usually ground so fine that only 
from 5 to 10 % is rejected by a sieve of 2,500 meshes per 
square inch, and it has been made so fine that only from 3 to 
10 % is rejected by a sieve of 32,000 meshes per square inch. 
The finer the cement, if otherwise good, the larger dose of 
sand it will take, and the greater its value. 

CHECKING OR CRACKING. 

The test for checking or cracking is an important one, and 
though simple should never be omitted. It is as follows: 
make two cakes of neat cement, 2 or 3 inches in diameter, 
about ^ inch thick, with thin edges. Note the time in 
minutes that these cakes, when mixed with water to the 
consistency of a stiff plastic mortar, take to set hard enough 
to stand the wire test recommended by Gen. Gilmore, -ji^-inch 
diameter wire loaded with \ of a pound, and ^-inch loaded 
with 1 pound. One of these cakes, when hard enough, should 
be put in water and examined from day to day to see if it 
becomes contorted, or if cracks show themselves at the edges, 
such contortions or cracks indicating that the cement is unfit 
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for use at that time. In some cases the tendency to crack, if 
caused by the presence of too much unslaked lime, will 
disappear with age. The remaining cake should be kept in 
the air and its color observed, which, for a good cement y 
should be uniform; the Portland cements being of a bluish- 
gray throughout, yellowish blotches indicating a poor quality ; 
and the natural cements being light or dark, according to the 
character of the rock of which they are made. The color of 
the cements when left in the air indicates the quality much 
better than when they are put in water. 

TESTS RECOMMENDED. 

It is recommended that tests for hydraulic cement be con- 
fined to methods for determining fineness, liability to checking 
or cracking, and tensile strength; and for the latter, for tests, 
of seven days and upward, that a mixture of one part of 
cement to one part of sand for natural cements, and three 
parts of sand for Portland cements, be used, in addition to 
trials of the neat cement. The quantities used in the mixture 
should be determined by weight. 

The tests should be applied to the cements as offered for 
sale. If satisfactory results are obtained with a full dose of 
sand, the trials need go ' no further. If not, the coarser 
particles should first be excluded by using a No. ioo sieve, in 
order to determine approximately the grade the cement would 
take if ground fine; for fineness is always attainable, while 
inherent merit may not be. 

Note. — Your committee thinks it useful to insert here a table showing the 
average minimum and maximum tensile strength per square inch which 
some good cements have attained when tested under the conditions speci- 
fied elsewhere in this report. Within the limits given in the following 
table, the value of a cement varies closely with the tensile strength when 
'tested with the full dose of sand: 

American Natural Cement, neat: 

One day; one hour, or until set, in air, the rest of the 24 
hours in water, from 40 pounds to 80 pounds. 

One week; one day in air, 6 days in water, from 60 pounds 
to 100 pounds. 
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One month (28 daj's) ; one day in air, 27 days in wateiv 
from 100 pounds to 150 pounds. 

One year; one day in air, the remainder in water, from 300 
pounds to 400 pounds. 

American and Foreign Portland Cements, neat: 

One day; one hour, or until set, in air, the rest of the 24 
hourfcin water, from 100 pounds to 140 pounds. 

One week; one day in air, 6 days in water, from 250 
pounds to 550 pounds. 

One month (28 days); one day in air, 27 days in water,, 
from 350 pounds to 700 pounds. 

One year; one day in air, the remainder in water, from 450 
pounds to 800 pounds. 

American Natural Cements, one part of Cement to 

one -part of Sand: 

One week; one day in air, 6 days in water, from 30 pounds- 
to 50 pounds. 

One month (28 days); one day in air, 27 days in water,, 
from 50 pounds to 80 pounds. 

One year; one day in air, the remainder in water, from 200- 
pounds to 300 pounds. 

Atnerican and Foreign Portland Cements, one part of 

Cement to three -parts of Sand: 

One week; one day in air, 6 days in water, from 80 
pounds to 125 pounds. 

One month (28 days); one day in air, 27 days in wateiv 
from 100 pounds to 200 pounds. 

One year; one day in air, the remainder in water, from 200 
pounds to 350 pounds. 

Standards of minimum fineness and tensile strength for 
Portland cement, as given below, have been adopted in some- 
foreign countries. 
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In Germany, by Berlin Society of Architects, Society of Manu- 
facturers of Bricks, Lime, and Cement, Society 
of Contractors, and Society of German 
Cement Makers: 

Standard of 1877. — Fineness, not more than 25 % to be left 
on sieve of 5,806 meshes per square inch. 

Tensile strength, 1 part cement, 3 parts sand, 1 day in air, 
27 days in water, 113.78 pounds per square inch. 

Standard of 1878. — Fineness, not more than 20 % to be left 
on the sieve, as above. 

Tensile strength, same mixture and time as above, 142.23 
pounds per square inch. 

In Austria, by Austrian Association of Engineers and 

Architects : 

Standard of 1878. — Fineness same as German of 1878. 

Tensile strength, same mixture as above, 7 days, 1 day in 
air, 6 days in water, 113.78 pounds per square inch. 

Twenty-eight days, 1 day in air, 27 days in water, 170.68 
pounds per square inch. 

In Austria a standard for the minimum fineness and tensile 
strength of Roman cement was established and generally 
accepted, as follows: 

Standard of 1878. — Fineness, same as Portland. 

Tensile strength (1 part of cement, 3 parts of sand) for — 

Quick setting (taking 15 minutes or less to set) : 

Seven days, 1 day in air, 6 days in water, 23 pounds per 

square inch. 

Twenty-eight days, 1 day in air, 27 days in water, 56.9 

pounds per square inch. 

Slow setting cement (taking more than 15 minutes to set) : 
Seven days, one day in air, 6 days in water, 42.6 pounds 

per square inch. 

Twenty-eight days, one day in air, 27 days in water, 85.3 

pounds per square inch. 
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The Roman cements correspond to those classified in this 
report under the head of Natural Cements. 

Standards have been adopted also in Sweden and Russia. 

MIXING, ETC. 

The proportions of cement, sand, and water should be 
carefully determined by weight, the sand and cement mixed 
dry, and all the water added at once. The mixing must be 
rapid and thorough, and the mortar, which should be stiff 
and plastic, should be firmly pressed with a trowel, without 
ramming, and struck off level; the molds in each instance, 
while being charged and manipulated, to be laid directly on 
glass, slate, or some other non-absorbent material. The 
molding must be completed before incipient setting begins. 
As soon as the briquettes are hard enough to bear it, they 
should be taken from the molds and kept covered with a 
damp cloth until they are immersed. For the sake of uni- 
formity, the briquettes, both of neat cement and those con- 
taining sand, should be immersed in water at the end of 
twenty-four hours, except in the case of one day tests. 

Ordinary, fresh, clean water, having a temperature between 
6o° and 70 Fah. should be used for water of mixture and 
immersion of samples. 

The proportion of water required varies with the fineness, 
age, or other conditions of the cement, and the temperature 
of the air, but is approximately as follows: for briquettes of 
neat cement, Portland, about 25 °J C ; natural, about 30 %. For 
briquettes of one part cement, one part sand, about 15 % of 
total weight of sand and cement. For briquettes of one part 
cement, three parts sand, about 12 % of total weight of sand 
and cement. The object is to produce the plasticity of rather 
stiff plasterer's mortar. 

An average of five briquettes may be made for each test, 
only those breaking at the smallest section to be taken. The 
briquettes should always be put in the testing machine and 
broken immediately after being taken out of the water, and 
the temperature of the briquettes and of the testing room 
should be constant between 6o° and 70 Fah. 
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The stress should be applied to each briquette at a uniform 
rate of about 400 pounds per minute, starting each time at o. 
With a weak mixture one-half the speed is recommended. 

WEIGHT. 

The relation of the weight of cement to its tensile strength 
is an uncertain one. In practical work, if used alone, it is of 
little value as a test, while in connection with the other testa 
recommended it is unnecessary, except when the relative bulk 
of equal weights of cements is desired. 

We recommend that the cubic foot be substituted for the 
bushel as the standard unit, whenever it is thought best to 
use this test. 

SETTING. 

The rapidity with which a cement sets or loses its plasticity 
furnishes no indication of its ultimate strength. It simply 
shows its initial hydraulic activity. 

For purposes of nomenclature, the various cements may be 
divided arbitrarily into two classes, namely; quick setting, or 
those that set in less than -\ an hour; and slow setting, or those 
requiring | an hour or more to set. The cement must be 
adapted to the work required, as no one cement is equally 
good for all purposes. For submarine work a quick setting 
cement is often imperatively demanded, and no other will 
answer, while for work above the water-line less hydraulic 
activity will usually be preferred. Each individual case 
demands special treatment. The slow setting natural cements 
should not become warm while setting, but the quick setting 
one may, to a moderate extent, within the degree producing 
cracks. Cracks in Portland cement indicate too much car- 
bonate of lime, and in the Vicat cements too much lime in the 
original mixture. 

SAMPLING. 

There is no uniformity of practice among engineers as to 
the sampling of the cement to be tested, some testing every 
tenth barrel, others every fifth, and others still every barrel 
delivered. Usually, where cement has a good reputation, and 
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is used in large masses, such as concrete in heavy foundations, 
or in the backing or hearting of thick walls, the testing of 
•every fifth barrel seems to be sufficient; but in very important 
work, where the strength of each barrel may in a great 
measure determine the strength of that portion of the work 
where it is used, or in the thin walls of sewers, etc., etc., every 
barrel should be tested, one briquette being made from it. 

In selecting cement for experimental purposes, take the 
samples from the interior of the original packages, at sufficient 
depth to insure a fair exponent of the quality, and store the 
.same in tightly closed receptacles impervious to light or 
dampness until required for manipulation, when each sample 
of cement should be so thoroughly mixed, by sifting or other- 
wise, that it shall be uniform in character throughout its mass. 

SIEVES. 

For ascertaining the fineness of cement, it will be convenient 
to use three sieves, viz. : 

No. 50 (2,500 meshes to the square inch), wire to be of 
No. 35 Stub's Wire Gauge. 

No. 74 (5,476 meshes to the square inch), wire to be of 
No. 37 Stub's Wire Gauge. 

No. 100 (10,000 meshes to the square inch), wire to be of 
No. 40 Stub's Wire Gauge. 

The object is to determine by weight the percentage of 
each sample that is rejected by these sieves, with a view not 
only of furnishing the means of comparison between tests 
made of different cements by different observers, but indicating 
to the manufacturer the capacity of his cement for improve- 
ment in a direction always and easily within his reach. As 
already suggested in another connection, the tests for tensile 
strength should be applied to the cement as offered in the 
market, as well as to that portion of it which passess the No. 
100 sieve. 

For sand, two sieves are recommended, viz. : 

No. 20 (400 meshes to the square inch), wire to be of No. 
28 Stub's Wire Gauge. 
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No. 30 (900 meshes to the square inch), wire to be of No, 
31 Stub's Wire Gauge. 

These sieves can be furnished in sets, as follows, an arrange- 
ment having been made with a manufacturer of such articles, 
by which he agrees to furnish them of the best quality of 
brass wire cloth, set in metal frames, the cloth to be as true 
to count as it is possible to make it, and the wire to be of the 
required gauge. Each set will be enclosed in a box, the sieves 
being nested. 

Set A, three cement sieves, to cost $4.80: 

No. 100, . . . 7 in. diameter. 

No. 74, . . . 6| « 
No. 50, . . . 6 " 

Set B, two sand sieves, to cost $4.00: 

No. 30, . . . 8 in. diameter. 
No. 20, 71- « " 

STANDARD SAND. 

The question of a standard sand seems one of great impor- 
tance, for it has been found that sands looking alike and sifted 
through the same sieves give results varying within rather 
wide limits. 

The material that seems likely to give the best results is 
the crushed quartz used in the manufacture of sand paper. It 
is a commercial product, made in large quantities and of 
standard grades, and can be furnished of a fairly uniform 
quality. It is clean and sharp, and although the present price 
is somewhat excessive (3 cents per pound), it is believed that 
it can be furnished in quantity for about $5.00 per barrel of 
300 pounds. As it would be used for tests only, for purposes 
of comparison with the local sands, and with tests of different 
cements, not much of it would be required. The price of the 
German standard sand is about $1.25 per 112 pounds, but the 
article being washed river sand is probably inferior to crushed 
quartz. Crushed granite can be furnished at a somewhat less 
rate than quartz, and crushed trap for about the same as 
granite, but no satisfactory estimate has been obtained for 
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either of these. The use of crushed quartz is recommended 
by your committee, the degree of fineness to be such that it 
will all pass a No. 20 sieve and be caught on a No. 30 sieve. 
Of the regular grade, from 15 to 37 % of crushed quartz No. 
3 passes a No. 30 sieve, and none of it passes a No. 50 sieve. 
As at present furnished, it would need resifting to bring it to 
the standard size; but if there were sufficient demand to 
warrant it, it could undoubtedly be furnished of the size of 
grain required at little, if any, extra expense. 

A bed of uniform, clean sand of the proper size of grain 
has not been found, and it is believed that to wash, dry, and 
sift any of the available sands, would so greatly increase its 
cost that the product would not be much cheaper than the 
crushed quartz, and would be much inferior to it in sharpness 
and uniform hardness of particles. 

MOLDS. 

The molds furnished are usually of iron or brass, the price 
of the former being $2, and of the latter $3 each. Wooden 
molds, if well oiled to prevent their absorbing water, answer 
a good purpose for temporary use, but speedily become unfit 
for accurate work. A cheap, durable, accurate, and non- 
corrodible mold is much to be desired. 

CLIPS. 

For using the clips recommended in the preliminary report 
it was found in some instances that the specimens were 
broken at one of the points where they were held. This was 
undoubtedly caused by the insufficient surface of the clip, 
which, forming a blunt point, forced out the material. Where 
the specimens were sufficiently soft to allow this point to be 
imbedded, they broke at the smallest section, but when hard 
enough to resist such imbedding, they showed a wedge- 
shaped fracture at the clips. To remedy this, the point 
should be slightly flattened so as to allow of more metal 
surface in contact with the briquette. Clips made in this way 
have been used, and good results obtained. 

To adapt the one-inch clips of the Riehle machine, only a. 
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slight amount of work is necessary; the ends being rounded, 
will admit the proposed new form of briquette, and yet not 
prevent the use of the old one, thus allowing comparative 
tests of the two forms to be made without changing the clips. 

There should be a strengthening rib upon the outside of 
the clips to prevent them from bending or breaking when the 
specimens are very strong. / 

The clips should be hung on pivots so as to avoid as much 
as possible cross strain upon the briquettes. 

MACHINES. 

No special machine has been recommended, as those in 
•common use are of good form for accurate work, if properly 
used, though in some cases they are needlessly strong and 
•expensive. Machines with spring balances are to be avoided 
as more liable to error than others. 

It is by no means certain that there exists any great 
difference in well made machines of the standard forms given. 

AMOUNT OF MATERIAL. 

The amount of material needed for making five briquettes 
of the standard size recommended is: for the neat cements, 
about one and two-thirds pounds; and for those with sand, in 
the proportion of three parts of sand to one of cement, about 
one and one-quarter pounds of sand and six and two-thirds 
ounces of cement. 

German Specifications for Standard Portland 

Cement Tests. 

Definition. Portland cement is a product resulting from the 
A'itrifaction of a thorough mixture of material, whose principal 
component parts are lime and alumina, and the grinding of 
the vitrified material to a fine powder. 

i. Packing and Weight: As a rule Portland cement is 
to be packed in standard barrels of 180 kilo. (397 lbs.), gross 
weight, and about 170 kilo. (374 lbs.), net weight, and in 
half standard barrels of 90 kilo. (198 lbs.), gross weight, and 
about 83 kilo. (133 lbs.), net weight. The gross weight is 
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to be marked on the barrels. If the cement is called for in 
bags or barrels of other weight, the gross weight of the same 
must be clearly marked upon these packages. Losses and 
variations in weight of the single packages up to 2 % of the 
same will be allowed. Barrels and sacks, in addition to the 
weight shall show in legible writing the name and trade mark 
of the manufacturer. 

2. Time of Setting: Slow or quick setting cement may 
be called for according to the use for which the cement is to 
be put. Cements which do not set in less than 2 hours, are 
to be considered slow setting cements. 

3. Constancy of Volume: Portland cement shall be of 
constant volume. As a preliminary test, admitting of forming 
a rapid opinion, the heating test is recommended. The 
decisive test shall be that a paste of neat cement made on a 
glass plate protected against drying and placed under water 
after 24 hours, shall not show after the lapse of a longer period 
of time any blowing cracks, or change of shape. 

4. Fineness of Grinding: Portland cement shall be so 
finely ground that a batch of the same shall not leave a residue 
of more than 10 % upon a sieve of 900 meshes per square 
centimeter (5,806 meshes per sq. in.). The thickness of the 
wire of the sieve shall equal half the space between the wires. 
For test 100 g. (3^ oz.) of cement shall be used. 

5. Tests of Strength: The cohesive power of Portland 
cement shall be determined by the testing of a mixture of 
cement and sand. The tests shall be both tensile and com- 
pressive, made according to a uniform method, with test 
pieces of the same form and cross section, and with the same 
apparatus. At the same time a determination of the strength 
of the neat cement is to be recommended. 

6. Tensile and Compressive Strength: Good slow setting 
cement, in the proportion of three parts by weight of standard 
sand to one part of cement shall have when tested, after 28 
days' hardening (1 in air and 27 in water), a minimum tensile 
strength of at least 16 kilo. q. c. m. (16 kilogrammes per sq. 
centimeter) (227 lbs. per sq. in.). The compressive strength 
shall be at least 160 kilo. q. c. m. (2,270 lbs. per sq. in.). 
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Cement which shows a higher tensile or compressive 
strength admits in many cases of a greater addition of sand,, 
and from this point of view, as well as on account of its greater 
strength for the same amount of sand, is entitled to a corre- 
spondingly higher price. 

For slow setting cements the strength after 20 days is less 
in general than the one above specified, therefore, in giving 
the results of tests, the time of setting shall also be given. 

The tests shall be made in the following manner: 

To determine the time of setting cement, a slow setting 
neat cement shall be mixed 3 minutes, and a quick setting 
neat cement 1 minute with water to a stiff paste. A cake 
about 1.5 c. m. (0.59 in.) thick, with thin edges, shall be 
formed of this paste on a plate of glass. The consistency of 
the cement paste for this cake shall be such, that when 
brought with a trowel on the plate, the paste will only begin 
to run toward the edges of the same after the paste has been 
repeatedly jarred. As a rule 27 % to 30 % water will suffice 
to give the necessary consistency to the paste. As soon as 
the cake is sufficiently hardened, so that it will resist a slight 
pressure of the finger nail, the cement is to be considered as. 
having set. 

For the exact determination of the time of setting, and for 
determining the beginning of the time of setting, which latter 
is of importance in the case of quick setting cements, since 
they must be worked up before they begin to set, a standard 
needle 300 g. (10 oz.) in weight, and 1 sq. mm. (.00155 sq. 
in.) in cross section, is used. A metal ring. 4 cm. (1.575 in.) 
in height and 8 cm. (3.15 in.) clear diameter (inside diameter) 
is placed on a glass plate, rilled with cement paste of the 
above consistency and brought under the needle. The moment 
at which the needle is no longer capable of completely pen- 
etrating the cement cakes is considered the beginning of the 
time of setting. The time elapsing between this and the 
moment when the standard needle no longer leaves an appre- 
ciable impression on the hardened cake is considered the time 
of setting. 
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For making the heat test (3) a stiff paste of neat cement 
and water is made, and from this cakes 8 cm. (3.15 in.) to 
10 cm* (3.94 in.) in diameter and 1 cm. (.394 in.) thick 
are formed on a smooth, impermeable plate, covered with 
blotting paper. Two of these cakes, which are to be pro- 
tected against drying, in order to prevent drying cracks, are 
placed, after the lapse of twenty-four hours, or at least only 
after they have set, with their smooth surfaces on a metal 
plate and exposed, for at least one hour, to a temperature of 
from no° C. to 120 C. (230 to 248 F.) until no more 
water escapes. For this purpose the drying closets in use in 
chemical laboratories may be utilized. If, after this treatment, 
the cakes show no edge cracks, the cement is to be consid- 
ered in general of constant volume. If such cracks do appear, 
the cement is not to be condemned, but the results of the 
decisive test with the cakes hardening on glass plates under 
water must be waited for. It must, however, be noticed that 
the heat test does not admit of a final conclusion as to the 
constancy of volume of those cements which contain more 
than 3 % of calcium sulphate (gypsum) or other sulphur 
combinations. 

For making the final test, the cake made for the purpose of 
determining the time of setting, for slow setting cements, is 
placed under water after the lapse of twenty-four hours, but, at 
all events, not until after it is set. For quick setting cements 
this can be done after a shorter period. The cakes, especially 
those of slow setting cements, must be protected against 
draughts and sunshine until their final setting. This is best 
accomplished by keeping them in a covered box lined with 
zinc, or under wet cloths. In this manner the formation of 
heat cracks is avoided, which are generally formed in the 
center of the cake and may be taken by an inexperienced 
person for cracks formed by blowing. 

In order to obtain concordant results in the tests, sand of 
uniform size of grain and uniform quality must be used. This 
standard sand is obtained by washing and drying the purest 
quartz sand obtainable, sifting the same through a sieve with 
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60 meshes per square centimeter (387 per sq. in.), thereby 
separating the coarsest particles, and by removing from the 
sand so obtained, by means of a sieve of 120 meshes per 
square centimeter (774 per sq. in.), the finest particles. The 
diameter for the wires of the sieves shall be 0.38 mm. and 
0.32 mm. (.015 in. and .013 in.) respectively. Since not all 
quartz sand, even under the same method of treatment, gives 
the same resulting strengths in the mortars, one must know 
whether the standard sand at one's disposal gives concordant 
results with the standard sand furnished by the German 
Society of Cement Manufacturers and also used at the Royal 
Testing Station at Berlin (Charlottenburg). 

For each test, in order to obtain correct average results, 
at least 6 test pieces are to, be made. Tensile test pieces can 
be made made either by hand or by machinery. 

HAND WORK. 

On a metal or thick glass plate 5 sheets of blotting paper 
soaked in water are laid, and on these are placed 5 molds 
wetted with water; 250 grammes (8.75 oz.) of cement and 
750 grammes (26.25 oz -) °f standard sand are weighed and 
thoroughly mixed dry in a vessel. Then 100 cubic centimeters 
(100 g. or 35 oz.) of fresh water are added, and the whole 
mass thoroughly mixed for 5 minutes. With the mortar so 
obtained the molds are at once filled, with one filling, so high 
as to be rounded on top, the mortar being well pressed in. 
By means of an iron trowel 5 to 8 centimeters (1.96 in. to 3.14 
in.) wide, 35 centimeters (13.79 in.) l° n g> and weighing about 
250 grammes, (8.75 oz.) the projecting mortar is pounded 
first gently and from the side, then harder into the molds until 
the mortar grows elastic, and water flushes to the surface. 
A pounding of at least one minute is absolutely essential. An 
additional filling and pounding in of the mortar is not admis- 
sible, since the test pieces of the same cement shall have the 
same densities at the different testing stations. The mass 
projecting over the mold is now cut off with a knife, and the 
surface smoothed. The mold is carefully taken off and the 
test piece placed in a box lined with zinc, which is to be 
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provided with a cover, to prevent a non-uniform drying of 
the test pieces at different temperatures. Twenty-four hours 
after being made, the test pieces are placed under water, and 
care has to be taken that they remain under water during 
the whole period of hardening. 

MACHINE WORK. 

After the mold, provided with a guide mold, has been 
clamped, by means of set screws, on the bed-plate of the 
pounding machine, for each test, 180 grammes (6.3 oz.) of 
the mortar, made as above, are placed in the mold and the iron 
follower is set in. By means of Bonnie's hammer apparatus, 
with a hammer weighing 2 kilogrammes, (4.4 lbs.), 150 blows 
are struck on the follower. 

After the guide mold and follower have been removed, the 
test piece is scraped off, smoothed, taken with the mold from 
the bed-plate and for the rest treated as for the hand work. 
By accurately following the directions given above, hand and 
machine work give well concording results. In all cases of 
doubt the machine work is to be decisive. 

COMPRESSIVE TESTS. 

In order to obtain concordant values in compression tests at 
different stations, machine making is necessary. Four hundred 
grammes (14 oz.) of neat cement, and 1,200 grammes (42 
oz.) dry standard sand are thoroughly mixed dry in a vessel, 
and 160 cubic centimeters (5.6 oz.) of water are added thereto, 
and then the mortar is thoroughly mixed for 5 minutes, Of 
this mortar 850 grammes (30 oz.) are placed in the cubic 
molds, provided with guide mold, and the mold is then screwed 
on the bed-plate under the pounding machine. The iron fol- 
lower is placed in the form and by means of Bohme's trip 
hammer, 150 blows are struck, by a hammer weighing 2 
kilogrammes (4.4 lbs.). 

After removing the guide mold and follower, the test piece 
is smoothed off, with the mold from the bed-plate, and for the 
rest treated as for hand work, as given above. 
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MAKING TEST PIECES OF NEAT CEMENT. 

The inside of the molds is slightly oiled, and the same are 
placed on a metal or glass plate without blotting paper. One 
thousand grammes (35 ozs.) of cement are weighed out, two 
hundred grammes (7 ozs.) of water are added, and the whole 
mass thoroughly mixed for five minutes (best with pestle). 
The forms are well filled (rounded), and then proceed as for 
hand work, as given above. The molds can only be taken 
off after the cement has sufficiently hardened. Since, by the 
pounding in of the neat cement, test pieces of uniform consist- 
ency are to be obtained, for finely ground or quick setting 
cements, the amount of water must be correspondingly in- 
creased. The volume of water used is always to be stated 
in giving the strength obtained. 

TREATMENT OF TEST PIECES AT TIME OF TESTING. 

All specimens are to be tested directly after their removal 
from the water. Since the time of testing is of influence on 
the result in tensile tests, the increase of load shall be one 
hundred grammes (3.5 oz.) per second. The mean of the 
four best results shall be considered the final tensile strength. 
In testing compression pieces, the pressure is always to be 
exerted on two side faces of the cube, but not on the bottom 
or top. The mean of the four highest tests shall be consid- 
ered as the final compressive strength. 

Abstracts from French Specifications for 

Portland Cement. 

CHEMICAL ANALYSIS. 

The cement must not contain more than 1 % of sulphuric 
acids or sulphides in determinable proportion. Cements con- 
taining more than 4 % of ferric oxide, or in which the ratio of 
the combined silica and alumina to the lime is less than 0.44, 
are to be regarded as doubtful. 

MIXING THE MORTAR. 

In mixing the mortar for testing, sea water is specified, and 
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both air and water are to be maintained at a temperature of 
1 5° to 18 C. (59° to 64.4 F.) during the continuance of the 
experiments. The quantity of water is ascertained by a 
preliminary experiment, and the four following tests are given 
to serve as an indication whether the proportion of water 
added is correct : 

i: The consistence of the mortar should not change if it 
be gauged for an additional period of three minutes after the 
initial five minutes. 

2. A small quantity of the mortar dropped from the trowel 
upon the marble slab from a height of about 0.50 metre 
(1.64 ft.) should leave the trowel clean, and retain its form 
approximately without cracking. 

3. A small quantity of the mortar worked gently in the 
hands should be easily molded into a ball, on the surface of 
which water should appear. When this ball is dropped from 
a height of 0.50 metre (1.64 ft.) it should retain a rounded 
shape without cracking. 

4. If a slightly smaller quantity of water be used, the 
mortar should be crumbly, and crack when dropped upon the 
slab. On the other hand, the addition of a further quantity of 
water — 1 to 2 % of the weight of the cement — would soften 
the mortar, rendering it more adhesive, and preventing it 
from retaining its form when allowed to fall upon the slab. 
It is recommended to commence with a rather smaller quan- 
tity of water than may be ultimately required, and then to 
make fresh mixings with a slight additional quantity of water. 

The mortar is to be mixed with a trowel for five minutes 
upon a marble slab. 

STRENGTH. 

The form of briquette and method of molding are the same 
as required by the German specifications; the breaking sec- 
tion is 5 square centimetres (0.775 sc l* m *) # ^ 1X briquettes 
are broken after an interval of 7 days, six after 28 days, and 
the remaining six after 84 days. The mean of the three 
highest figures of each series of tests is taken as the tensile 
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strength of the cement under examination. The minimum 
strength specified for the neat cement in 7 days is 20 kilo- 
grammes per square centimetre (284.5 lbs. per sq. in.); in 
28 days, 35 kilogrammes per square centimetre (498 lbs. per 
sq. in.); and at least 45 kilogrammes per square centimetre 
(640 lbs. per sq. in.) in 84 days. If, however, the strength 
in 28 days is not more than 5 kilogrammes per square centi- 
metre (71.12 lbs. per sq. in.) in excess of that^at 7 days, then 
it must be at least 55 kilogrammes per square centimetre 
(782.27 lbs. per sq. in.) in 28 days, and in any case where 
this strength is not attained at 28 days it must be exceeded in 
84 days 

Tests of cement mixed with sand are also specified. The 
standard sand is produced by crushing quartzite obtained 
fr6m quarries near Cherbourg, and sifting it through sieves 
of 64 and 144 meshes per square centimetre (413 and 929 
meshes per sq. in.). That which remains between these two 
sieves is washed and dried, and constitutes the standard sand. 
Three hundred and seventy-five grammes (13.25 oz.) of this 
sand is mixed with 125 grammes (4.41 oz.) of cement, and 
water is added in the proportion of 12 parts by weight to 100 
parts of sand and cement combined. The sand and cement 
are first carefully mixed in a basin or capsule, then the whole 
of the sea water is added at once, and the mixture stirred with 
a spatula for 5 minutes. At the expiration of 7 days the 
strength of the sand-cement briquettes should be at least 8 
kilogrammes per square centimetre (113.78 lbs. per sq. in.), 
and in 28 days 15 kilogrammes per square centimetre (213.35 
lbs. per sq. in.). In 28 days the strength should exceed that 
at 7 da}/s by 2 kilogrammes per square centimetre (28.45 lbs* 
per sq. in.). In 84 days the strength must be greater than at 
28 days, and at least 18 kilogrammes per square centimetre 
(256 lbs. per sq. in.). The 84-day tests are only considered 
indispensable for those cements which may have stood the 
two previous tests; but if, while the cement is in store, the 
84-day tests should be unsatisfactory, it may be rejected. 
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FINENESS OF GRINDING. 

The degree of fineness to which the cement must be ground 
is not specified, it being considered that very fine grinding 
increases the strength chiefly during the duration of the tests, 
and that the subsequent increase of strength is less with fine 
than with coarse cement. 

TIME OF SETTING. 

Essentially the same as the German specifications. Any 
cement commencing to set in less than 30 minutes, or failing 
to commence to set within 3 hours, is to be rejected; and the 
final set must have taken place within 12 hours. In each case 
the time is reckoned from the moment the water is poured 
upon the cement. 

Austrian Specifications for Fineness and 
Strength of Cement. 

FOR PORTLAND. 

Fineness, not more than 20 % to be left on sieve of 5,806 
meshes per square inch. Tensile strength (1 part cement 
and 3 parts sand), 1 day in air and 6 in water, 113.78 lbs. per 
sq. in.; 1 day in air and 27 in water, 170.68 lbs. per sq. in. 

FOR ROMAN. 

Fineness, same as for Portland. Tensile strength (1 part 
cement and 3 parts sand), for quick setting cements (taking 
15 minutes, or less, to set), 1 day in air and 6 days in water, 
23 lbs. per sq. in.; 1 day in air and 27 in water, 56.9 lbs. per 
sq. in. For slow setting cements (taking more than 15 min- 
utes to set), 1 day in air and 6 days in water, 42.6 lbs. per 
sq. in.; 1 day in air and 27 in water, 85.3 lbs. per sq. in. 

English Specifications for Portland Cement. 

The following is a summary of the specifications used by 
Mr. Henry Faija, an accepted English authority: 

Fineness is to be such that the cement will all pass through 
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a sieve having 625 holes (25 s ) to the square inch, and leave 
only 10 % residue when sifted through a sieve having 2,500 
holes (50 8 ) to the square inch. 

EXPANSION OR CONTRACTION. 

A pat made and submitted to moist heat and warm water 
at a temperature of about 100 ° F. shall show no- sign of 
blowing in 24 hours. 

TENSILE STRENGTH. 

Briquettes of slow setting Portland, which have been gauged, 
treated, and tested in the prescribed manner, to carry an aver- 
age tensile strain, without fracture, of at least 176 lbs. per sq. 
in. at the expiration of 3 days from guaging; and those tested 
at the expiration of 7 days to show an increase of at least 50 % 
over the strength of those at 3 days, but to carry a minimum 
of 350 lbs. per sq. in. 

For quick setting Portland, at least 176 lbs. per sq. in. at 3 
days, and an increase at 7 days of 20 to 25 %, but a minimum 
of 400 lbs. per sq. in. Very high tensile strengths at early 
dates generally indicate a cement verging on an unsound one. 



CHAPTER VI. 

THE CHEMICAL PROCESSES CONCERNED IN THE 
HARDENING OF HYDRAULIC CEMENTS. 



By LAUNCELOT ANDREWS, Ph.D. 



I. 

CLASSIFICATION. 

Under the general term "cement" the engineer under- 
stands certain mixtures which possess the property in common 
of hardening to a strong mass when brought into contact with 
water. We may conveniently divide the practically important 
cements into three groups: first, those containing silicates as 
an essential constituent, such as Portland cement and the 
hydraulic limes; second, those consisting chiefly of neutral 
salts capable of combining with water of crystallization to 
form a hard mass, such as plaster of Paris, either used alone 
or together with alum, etc.; third, substances which form 
basic salts when treated with water, such as mixtures of 
magnesia with magnesium chloride, or of plaster of Paris with 
lime; fourth, mortar, or mixtures of lime with substances such 
as sand, upon which it has no action. In this last class, the 
absorption of carbonic acid from the air plays an important 
part in the final hardening. 

II. 

THE CAUSE OF THE "SETTING" OF CEMENTS IN GENERAL 

AND CONDITIONS AFFECTING IT* 

The setting of a cement is. in general, a complex process, 

♦The following section of this article is with minor changes reprinted 
from a paper by Andrews and Spanutius published in Vol. I, No. 2, p. 41 
of the Transit, and now out of print. 
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partly chemical in its nature and in part mechanical. Broadly- 
stated, the chemical changes which occur may be said rather 
to'afford opportunity for the mechanical changes which result 
in hardening, than themselves to cause the hardening. The 
chemical changes are therefore susceptible of wide variation 
without materially influencing the result. 

In all cases a dry cement consists of grains with interspaces 
between them and in contact at but few points. When treated 
with water, a portion of these grains dissolves and is then 
redeposited, in combination with water, in a crystalline form, 
between the grains, binding them together at numerous points 
of contact. 

The solidity of the resulting mass depends \ first, on the area 
of contact between the grains; secoitd, on the original volume 
occupied by the cement, that is to. say, upon its density; third, 
upon the increase of volume which results from the combi- 
nation with water; fourth, upon the inherent tenacity of the 
material binding the grains together, the latter varying with 
its chemical composition. 

The area of contact between the grains will be increased 
by pressure, which tends to bring the grains closer together, 
and will also be increased by the increase of volume which 
the cement undergoes when combining with water. In an 
ideal cement, this increase of volume, would be just equal to 
the volume of the empty spaces existing between the grains 
while the cement was dry. Any increase of volume beyond 
this point will simply tend to tear apart the partially solidified 
mass, causing a crumbling of the cement. A similar effect 
will be produced if, in consequence of a too rapid combination 
with water, the temperature should rise sufficiently high to 
produce steam. 

That the crumbling which calcined lime undergoes on being 
slaked is simply a result of the mechanically disintegrating 
action of the evolved steam, may be shown by submitting a 
piece of burnt lime to the action of dry steam, carefully 
avoiding all condensation of water to the liquid state. 

Under these conditions the lime will rapidly slake, without 
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cracking or crumbling, forming a stony mass of calcium hy- 
drate. The tearing action of the steam may likewise be coun- 
teracted by outside pressure; thus, if a steel tube perforated 
with a number of fine holes be completely filled with burnt lime 
and both ends closed by steel plugs and the entire arrangement 
immersed in water, the contents will gradually become con- 
verted to a rocky cylinder of calcium hydrate. Since, in 
practice, it is impossible to adopt either of these devices, there 
is no resource left but to so adjust the composition of the 
cement as to cause its combination with water to take place 
so slowly that the- heat will escape nearly as fast as produced; 
an injurious rise of temperature being in this way prevented. 
Incidentally a further advantage accrues from retarding the 
act of hydration. The processes of crystallization, to which, 
as we have seen, the hardening of all cements is directly due, 
takes place but slowly. If, therefore, the hydration takes place 
rapidly, the crystallization will be imperfect and many of the 
individual crystals will be too minute to bridge over the 
distance between contiguous grains of cement. Under these 
circumstances incomplete adhesion will follow and a weak 
or friable cement will be the result. Now it is evident that a 
cement consisting of coarse grains should combine with water 
more slowly than one consisting of fine grains, in order to 
give a product of equal tenacity, because in the former case 
the interstices are larger and the crystal formation must be 
larger and more complete in order to bridge over the inter- 
spaces. As a practical consequence, if a very rapidly setting 
cement is needed for any particular purpose, it must be very 
finely ground. 

In some cements, of which plaster of Paris may be taken 
as the type, water simply combines with some constituent of 
the cement, converting it into a more bulky and crystalline 
hydrate. In others, various chemical reactions occur in 
addition to the mere combination with water, giving rise to 
new compounds. Thus in ordinary mortar, carbonic acid is 
taken up from the air, forming calcium carbonate, to which is 
due the great solidity and hardness of very old mortar. 
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The hardening of Portland cement is dependent upon the 
combination of water with certain substances produced from 
the constituents of cement by the action of the water and is 
accordingly a complex process. 

III. 

COMPOSITION AND CHARACTERISTICS OF 
PORTLAND CEMENT. 

Portland cement is a product formed by sintering* together 
materials containing only clay and lime, and finely pulveriz- 
ing. It is allowable to add not more than 2 per cent, of 
plaster of Paris, or of some similar substance, for the pur- 
pose of rendering the setting of the cement slower. Be- 
yond this, all additions or substitutions are to be regarded as 
adulterations.^ 

An ideal cement of this class should possess the following 
composition : 

Lime, . . . 62.2 % 
Silica, . . . 28.2 
Alumina, . . . 9.6 



100.0 



But up to about a third of the alumina may be replaced bj 
ferric oxide, which would correspond to the composition: 



Lime, 


61.7 


Silica, 


27.4 


Alumina, . 


7-5 


Ferric oxide, 


3-4 



The following table shows how nearly the actual Portland 
cements approach in composition the above ideal. The max- 
ima and minima given are derived from analyses of nine rep- 
resentative English and German manufacturers. 

*That is, heating to the temperature of incipient fusion. 

•(•Definition adopted by the Association of German Portland Cement 
Manufacturers. 
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MAXIMUM 


MINIMUM 


Lime, 


62 


57 


Silica, 


24 


*9 


Alumina, 


8.8 


5-2 


Ferric oxide, 


5.o 


2.0 


Magnesia, 


3-5 


0.3 


Potash, 


1.0 


0.4 


Soda, 


0.8 


0.4 


Sulphuric acid, 


1.0 





Sand, etc., 


2.9 


1.0 


Carbonic acid, 


1.9 


0.0 


Water, 


i-5 


0.0 



Portland cement should not have a lower specific gravity 
than 3.00 in the case of long stored samples, nor lower than 
3.12 when freshly ignited. The best qualities exhibit a 
density notably higher than this, viz.: 3.14 to 3.15. 

It should show a loss of weight upon ignition to a bright 
red heat, of from 0.34 per cent, to 2.6 per cent.,* a greater 
loss showing imperfect manufacture or too great age. 

One gram upon shaking with 100 c. c. water should impart to 
the latter not more than 4 per cent, (on the weight of the 
cement) of lime. The total magnesia should not exceed 3 
per cent. 

Adulteration with blast furnace slag may be detected in the- 
following simple way: if a pure Portland cement be shaken 
up with water and then acidified with hydrochloric acid and 
allowed to stand, it will soon settle, leaving the water clear. 
If, however, slag be present, sulphur will separate under 
the circumstances mentioned and will impart a milkiness or 
opalescence to the water which will remain for many hours. -j- 

A, perhaps, more positive indication of the same sophistica- 
tion is afforded in- the course of chemical analysis by the 
reducing action of ferrous compounds always present in slag. 
Fresenius has shown that 1 gram of an adulterated cement 
should not be capable of reducing more than .0028 grams of 
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*Post, Chemisch-Technische Analyse. 
■fFresenius. 
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potassium permanganate, whereas a slag cement has on an 
average a ten times more powerful reducing action. 

The presence of more than 66 per cent, of lime is likely to 
cause the cement containing it to crumble or crack during 
the setting. 

This action is due to the increase of volume which lime 
undergoes in slaking and consequent disruption of the net- 
work of crystals the formation of which is the controlling 
factor in the setting. Nevertheless, the limit given is valid 
only for cements of otherwise normal composition. The 
injurious action of an excessively high percentage of lime 
may be to a certain extent counteracted by a high percentage 
of silica or also by calcining the cement 'at a higher tempera- 
ture than usual. In either case the setting will be slower and 
the injurious action of the lime less apparent. 

On the other hand, magnesia enhances the tendency to swell 
and crumble, hence the 3 per cent, limit given above. 

The influence of the form and size of the cement grains 
upon the hardening qualities is of the greatest importance, as 
must be evident from the considerations advanced in the 
previous section. 

All grains so large as not to pass a sieve of 75 meshes to 
the linear inch are to be regarded as inert or wholly passive 
constituents. 

They should not constitute more than 20 per cent, of the total 
weight. The hardness and tenacity of the product increases 
steadily with increasing fineness up to the extreme limits which 
have been investigated, that is of grains so fine that all will 
pass a sieve of 175 meshes to the linear inch. 

The form of the grain depends upon the temperature at 
which the mass has been sintered and upon the composition. 
It is, therefore, difficult to separate the influence of this factor 
from that of others. 

It may, however, be said that flattened, slaty-grained 
cements, such as are produced by thorough sintering at a high 
temperature, are better than those paving rounded grains, 
which are formed at lower temperatures, and the question may 
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be left open whether the superiority of the first kind is due 
directly to the form of grain or to the more perfect burning, 
with the probabilities in favor of a concurrence of both causes. 

IV. 

CHEMICAL PROCESSES OCCURRING DURING THE 
HARDENING OF PORTLAND CEMENT. 

Le Chatelier has discovered by examining thin sections of 
burnt Portland cement with the polarizing microscope, the 
presence of calcium aluminate, Ca 3 Al 2 O g and of a calcium 
ferrialuminate, Ca 3 (Al Fe) 4 11 and of calcium metasilicate, 
Ca Si 3 . Calcium orthosilicate, Ca 2 Si 4 , and the aluminate, 
Ca 3 Al 2 5 , are also present (Landrin and others). 

When the cement is mixed with water, the calcium orthosili- 
cate and the calcium aluminate combine with water to form a 
hydrated calcium silicate, H 2 Ca Si 4 and (HO Ca 0) 3 A1, 
hydrated calcium aluminate, which latter at once begins to 
crystallize out in the form of felted needles which extend in 
every direction and are the first cause of the setting of the 
cement. 

3 Ca 2 Si 4 +Ca 3 Al 8 +6H 2 0-^ 
2(H OCaO) 3 Al+3H 2 CaSi0 4 . 

At the same time a much slower process begins which 
consists in a gradual crystallizing of the hydrated calcium sili- 
cate and in the hydration of that portion of the silicates of lime 
mentioned above which does not react with the aluminate. 
To this tardy change is due the secondary hardening of the 
cement, a process which takes place best under water. Lastly, 
carbonic acid is absorbed from the air, converting any excess 
of lime into carbonate and still further contributing to the 
hardness of the product and to its insolubility in water. The 
amount of carbonate of lime formed in this way in old cements 
sometimes exceeds 12 per cent.* 

The temperature of the water with which the cement is 
made up has a great influence upon the rapidity of the harden- 

*Feichtinger, Dingl Journal, 152, pp. 40, 108. 
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ing and hence upon the tenacity finally attained. The chemical 
reactions taking place in this process are, like all others, greatly 
accelerated by elevation of temperature. This diminishes the 
strength of the product because crystallization is essentially 
slow, and if the crystals of hydrated lime aluminate do not have 
time to form completely? their interlacing network, upon which 
the toughness of the mass so greatly depends, will not be 
properly developed. The addition of gypsum to the cement 
renders the setting slow by reducing the solubility of the 
calcium aluminate but, for the same reason, it induces the for- 
mation of smaller and, therefore, less efficient crystals and 
hence acts injuriously when present in more than certain very 
small quantities. 



chapter vii. 
Cement Testing Machines and Stone Crushers. 

CEMENT TESTING MACHINES. 
The different types of cement testing machines in general 
use are shown in Figs. 27, 28, 29, 30. 

The object of the machines is to bring a steadily increasing 
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strain upon the specimen up to the point of rupture, and in 
addition to this, the machine must be so designed that the 
amount of strain, to which the specimen is subjected, may be 
measured in pounds or some unit of weight. In the machines 
shown in Figs. 27 and 28, the strain is applied to the specimen 



Fig. jS. Tisiis Oi.sen Cement Tester. 

by means of a screw worked by a worm gear. The amount 
of strain is measured by a weight sliding upon a bar similar 
to the long arm of a steelyard. This bar being kept balanced 
during the entire test, the amount of strain upon the specimen 
at any time is indicated by the position of the sliding weight. 
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The position of the specimen and the arrangement of clips 
can be seen in the figures. Figs. 29 and 30 show a different 
type of machine. In machines of this type the strain is 
applied to the specimen, not by means of a screw and worm 
gear, but by means of a gradually increasing weight at the 
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end of the long lever. In Fig. 29, the pan F hangs at the end 
of the long lever D. The hopper B is filled with fine shot. 
The briquette is put in place and the levers balanced. A 
valve in the hopper is opened and the shot runs through the 
outlet / into the pan F. The rapidity with which the shot 
runs into the pan can be regulated. The weight in the pan 
increases and with it the strain on the specimen, until the 
point of rupture is reached. The specimen breaks, the arm 
D falls and shuts off the shot. The pan F is then removed, 
hung on the hook below E and weighed by means of the 
sliding weight R on the lever D. From this may be obtained 
at once the amount of strain under which the specimen broke. 
Fig. 30 shows the outline of a similar type of machine. 



-bwft- 




Fig. 30. 

In regard to the relative merits of the different machines 
illustrated, each investigator must decide for himself. Most 
accurate and satisfactory results may be obtained with either 
type. Any of these direct lever machines are to be preferred 
to spring balances. 

There are a number of hydraulic machines used in Europe 
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that give good results, but they are more expensive than the 
lever machines, and possess no advantages over them, within 
the limit of power required. The capacity of the ordinary 
cement testing machine is 1,000 pounds. Full descriptions 
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Fig. 33. Farrel Marsden Revolving Screen for Broken Stone. 

of these machines, with details, cost, etc., may be obtained 
from the manufacturers. They also furnish complete outfits 
for cement testing laboratories. 

STONE CRUSHERS. 

The type of stone crusher that has been in most general 
use for the last thirty years is what is known as the Blake or 
Marsden. Fig. 31 shows a sectional view of this type as now 
made by the Farrel Marsden Foundry Company, Ansonia, 
Connecticut. 

It is a comparatively cheap machine for the amount of 
work it can do, and as the parts are few and strong, the 
expense for repairs is almost nothing. Where the material to 
be crushed is strongly laminated the crushing is not done in 
as satisfactory a manner as with the revolving type. Fig. 32 
shows the crusher mounted on wheels, to facilitate its move- 
ment from one place to another. 

Fig. 33 shows the revolving screen that is furnished when it 
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is desired to grade the size of the material. The size to 
which the material is crushed may be regulated by changing 
the pieces marked 7, 7, for similar pieces of greater or less 
length, and by raising or lowering the wedge 10. 

The following table in regard to size and capacity of the 
Farrel Marsden crusher is taken from their published cata- 
logue. The experience of the author has shown that the 
most economical results are obtained when the engines used 
are 15 to 25 <f c more powerful than those given in the table. 



10x4 in - 
iox7 " 
15x9 " 
15x10 " 
20x10 " 



i per 



Appro 



eight j power 






3 cubic yds. j 4,900 lbs. 

5 " I 7,800 " 
[14,500 " 
15,000 •' 
17.00? •' 



$ 275.00 
500.00 
750.00 

800.00 
1050.00 
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The Gates rock and ore breaker, Fig. 34 shows a sectional 
view and Fig. 35 a general view. The machine has given 
satisfaction and great numbers are in use. 
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CHAPTER VIII. 

THE USE OF PORTLAND CEMENT. 

In engineering construction Portland cement is used in 
mortar, in concrete, and in the making of artificial stone. It is 
used either neat or mixed with a certain amount of sand. 

Mortar. — From an engineering stand-point mortar may be 
defined as a building material made by mixing lime, cement, 
or plaster of Paris, either separately or in any combination, 
with a certain amount of water, and to this mixture may be 
added or not certain proportions of sand. The use of mortar 
is to bind together the stone or bnck of which the masonry 
is constructed. 

Lime Mortar. — In the making of lime mortar the use of 
sand is indispensable, if good results are looked for. The 
reason of this is that the lime shrinks so much in setting, that 
if lime and water alone were used, the mortar w r ould detach 
itself entirely from the adjacent stones or brick, and no bond 
would result. By the introduction of a large proportion of 
sand the percentage of this shrinkage is very much decreased. 
The sand, being a perfectly inert mass, has no tendency to 
either expand or contract. Another advantage attending the 
use of sand in the lime mortar is fts cheapness. The bulk of 
mortar is much increased by the addition of sand, and this 
increase gained at a less cost than if lime alone had been used. 

Lime mortar is the cheapest form of mortar that can be 
made. This is due to the small first cost of the lime, and then 
to the fact that the lime expands to three or four times its 
original bulk in slaking. 

The utility of lime mortar is limited, owing to the very 
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slight strength that it attains under the most favorable cir- 
cumstances, and from the fact that it cannot be used to 
advantage in damp places. Its principal use is in the shape of 
plaster and in laying up ordinary brick walls that are to be 
subjected to no extraordinary strain, and are in such a location 
as to be comparatively dry. 

The use of lime mortar in ordinary foundations, cellar 
walls, retaining walls, and in all masonry subjected to great 
strain or moisture has been superseded by the use of some 
form of cement mortar. Also in the construction of any 
masonry in which the thickness is such as to exclude all 
possibility of the air penetrating the interior. Under all 
ordinary circumstances the mortar is made of some brand of 
natural cement and the use of Portland cement is reserved for 
the more important points. There has been much discussion 
as to which cement was the most economical for use, natural 
cement or Portland cement. Excepting in a very few cases, 
the subject does not appear to us as admitting of any discus- 
sion. An examination of the diagrams in Chapter IX. will 
show at once the great superiority in strength that Portland 
cement possesses and the question turns upon the amount of 
strength and certain other qualities required in the mortar. 

The effect of sand in reducing the strength of mortar is 
relatively about the same in each cement. .The practice of 
adding an exorbitant amount of sand to Portland cement, in 
order to reduce the cost of the mortar, is bad. The resulting 
mortar is porous, affected by the weather, and liable to 
disintegrate. Of course, if sufficient sand is added to Port- 
land cement, the cost of the mortar may be reduced to that of 
natural cement mortar, and possibly the Portland cement 
mortar may still be the stronger in any laboratory tests. 
But it will not be as durable. When the strength required is 
no more than can be reached by mortar made of natural 
cement and an ordinary amount of sand, the natural cement 
should be used; and when more strength is required, the 
Portland cement should be used. What has just been said 
applies merely to the ultimate strength of the mortar. There 
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is one other point, however, that must be frequently consid- 
ered, viz. : the setting properties of the cement. 

The Portland cements are usually what are termed "slow 
setting," while the light-burned natural cements are "quick 
setting." This property may in some cases settle the question 
as to which cement should be used. It should be remem- 
bered, however, that there is a great variation in the setting 
qualities of the different Portland cements, and also in the 
same brands at different ages. Usually, the older a Portland 
cement is, the slower setting it is, provided it has been 
properly stored. 

Many of the best Portland cement factories can furnish, 
upon demand, either a slow or quick setting cement that will 
meet the standard specifications for strength. 

On the other hand, the natural cements may be made slow 
setting by the addition of a little lime paste to the mortar. 

The following proportions make a good slow setting mortar: 

1 part lime. 

2 parts natural cement. 
9 " sand. 

By the addition of a small amount of plaster of Paris to 
either natural or Portland cement mortar the setting is very 
much hastened, and the ultimate strength of the mortar not 
affected. The amount of plaster of Paris used should not 
exceed 3 %. There are very few conditions under which a 
quick setting cement is absolutely necessary, and the require- 
ments as to ultimate strength should usually decide the brand 
of cement to be used. When a slow setting cement may be 
used it possesses many advantages. The mason has more 
time in which to do his work, and therefore it is better done. 
In the use of the quick setting cements, the mortar can only 
be mixed in small quantities, and even then there is danger 
that it will set before being used, and thus have to be thrown 
away. 

There is one thing that must be carefully guarded against 
in all work with cement. There seems to be a general 
tradition, believed by many masons, that the mortar made 
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from certain cements is improved by allowing it to partially 
set, and then regauging it with more water and reworking it. 
Nothing could be more injurious to the mortar. The amount 
of injury that results from this depends entirely upon to what 
degree the mortar has been allowed to set before it is reworked. 

The setting of the cement is caused by the formation of 
needle-like crystals, shooting out in every direction from each 
grain. These crystals bind the whole mass together, and the 
beginning of the formation of these crystals is the beginning 
of the so-called setting. If the cement is reworked after the 
formation of these crystals commences, the crystals are broken, 
the process of crystallization interfered with, and the ultimate 
utility of the mortar very much reduced. To the mason, in 
the handling of the mortar, there is some advantage in this 
reworking of it. A mortar made of a quick setting cement 
must be handled quickly and mixed in small quantities. It 
does not work "smoothly," but is apt to be harsh and brash. 
By allowing this incipient set to take place and then reworking 
it, the mortar becomes " smooth working " and slower setting. 
The reason why it is apparently slower setting is evident. A 
portion of its setting qualities has been destroyed, and if this 
so-called incipient set is continued a sufficient length of time, 
and then the mortar reworked, a mortar may at last be 
obtained that will have no setting properties at all. 

The regauging of mortar should never be allowed under 
any circumstances. If the mortar sets too quickly and works 
' ; brash," the evil can be remedied by the introduction of a 
small amount of lime, and the quality of the mortar not 
materially affected. 

Sand. — The strength of the mortar depends not only upon 
the strength of the cement, but also upon the quality of the 
sand and the relative amount of water used. The sand should 
be clean and sharp. River sand is often water worn and the 
grains rounded; such sand does not make as good mortar as 
sand having angular grains. Bank sand is the best when it 
is not mixed with earth or clay. If the grains are covered 
with a deposit of earth or clay, then the cement does not come 
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in direct contact with them and the resulting mortar is inferior 
in quality. The requisite qualities of good sand have been 
well understood from the earliest times. The following 
specifications for sand were written by Marcus Vitruvius 
Pollio for the benefit of the Roman Augustus, about the year 
25, B. C, and may be regarded as a standard to-day. 

"In buildings of rubble work it is of the first importance 
"that the sand be fit for mixing with the lime, and unalloyed 

" with earth The best .... is that 

" which, when rubbed between the fingers, yields a grating 
"sound. That, also, which is earthy, and does not possess 
"the roughness above named, is fit for the purpose, if it 
" merelv leave a stain or anv particles of earth on a white 
"garment, which can be easily brushed away. If there be 
"no sand pits where it can be dug, river sand or sifted gravel 
"must be used. Even sea sand may be had recourse to, 
"but it dries very slowly; and walls wherein it is used must 
" not be much loaded, unless carried up in small portions at 
"a time. It is not, however, fit for those walls that are to 

"receive vaulting If sand have been dug a 

"long time, and exposed to the sun, the moon, and the rain, 
"it loses binding quality and becomes earthy "* 

In regard to Vitruvius' specifications for lime and cement, 
they would hardly pass for standard to-day. iVlthough con- 
sidering the material with which he had to do, it is surprising 
how well he understood the results that would obtain. The 
course of reasoning which he follows in accounting for these 
results is most ingenious and plausible, although totally 
incorrect. It will well repay any engineer or architect to 
read this treatise, and many of our architects of to-day would 
do well to follow some of the rules he laid down, although 
they may smile at the course of reasoning he followed, in 
proving his conclusions. 

But Vitruvius aside, the sand should be sharp, angular and 
clean. The coarseness of the grain that is desirable depends 
upon the character of the work to be done. But where 



*From Gwilt's Vitruvius. Priestly and Weale, London, 1826. 
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merely strength is required a moderately coarse grain, with a 
mixture of finer grain, gives the best results. When a fine 
finish is required the grain should be smaller and possibly 
less sand used. 

In testing the mortar for any particular work, it should be 
tested with the sand that is to be used, and then tested with 
the standard sand, crushed quartz or glass. By this method 
of treatment, not only will the value of the cement be obtained, 
but also the relative value of the sand that is to be used. 

Water. — The amount of water that is used has a great 
influence upon the quality of the mortar. Within certain 
limits the less water the better the mortar. Just sufficient 
should be used to render the mixture as stiff as can be worked 
with advantage. When more than this amount is used it has 
a weakening effect upon the mortar. 

When there is is a superfluit3 r of water, it simply dries out in 
time and leaves the mortar porous and liable to disintegration. 

Mixing. — In mixing mortar the sand and cement used 
should be thoroughly mixed dry and then the proper amount 
of water added. This mixing is usually done by hand and is 
done in a mortar box. The two materials are spread out in 
separate layers and then thoroughly mixed by being turned 
with shovels or hoes. After the water is added the whole 
mass is thoroughly mixed and used without loss of time. The 
stone or brick with which the mortar is to be used must be 
thoroughly wet before the mortar is applied. In case this is 
not done, the stone or brick will draw the water from the 
mortar before setting begins, and the result will be either a 
very inferior mortar or a mere dust of sand and cement 
powder that has no binding qualities. 

The one thing to be guarded against in the use of cement, 
is the superfluous use of water. There is very little danger 
of using too little. 

Masons, almost without exception, injure the quality of their 
mortar by the excessive use of water. This is more particu- 
larly the case in the making of concrete, and additional atten- 
tion will be called to it under that head. 
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Cement as Plaster. — Cement is not generally used for 
interior plaster work, but within the last few years a number of 
patent cements have been put on the market for this purpose. 

Nearly all of these cements possess decided advantages 
over the lime mortar and the difference in expense is very 
slight. The advantages resulting from their use are, the 
greater ultimate hardness and durability; the smooth finish that 
can be given that enables them to be cleaned readily with soap 
and water; the decrease in time needed to apply them and 
the rapidity with which they set and dry. Rooms plastered 
with them can be occupied with safety in much less time than 
those in which lime mortar has been used. Their cost has 
been so much reduced that there is no reason why their use 
should not become general, and they should certainly be used in 
the interiors of hospitals, where perfect cleanliness is desirable. 

The composition of these patent cements is usually some 
combination of a light-burned natural cement and plaster of 
Paris. In some cases an over-clayed Portland cement has 
been used and in others a mixture of plaster of Paris and burnt 
clay has given most satisfactory results. 

CONCRETE. 

Among the most important uses to which cement is put, is 
the making of concrete. It is in this line of work that by far 
the larger portion of Portland cement is used. 

Concrete may be defined, from an engineering stand-point, 
as a mixture, of sand, broken stones, broken brick, gravel, 
or any such material, held together by some cementing sub- 
stance such as lime, natural cement, Portland cement or 
some patent cement, mixed with the proper amount of water. 

The materials comprising concrete, may be divided into 
two classes, the material to be held together and the material 
holding it together. The broken stone, brick or gravel is 
called the aggregate, the cementing material is called the 
matrix. 

Materials. The materials to be used in the making of 
concrete depend upon the object for which the concrete is to 
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l)e used, the available material and the justifiable cost. The 
question of available money" has too often entered into the 
question of concrete construction in this country. The result 
has, been that much poor concrete has been used and in most 
cases has proven a failure. Concrete should not be used 
unless there is sufficient money to guarantee good, suitable 
materials and good work. 

Good concrete and suitable materials do n.ot of necessity 
mean the use of the best Portland cement. What is meant, 
is the use of such a cement and such an aggregate, that the 
resulting concrete shall attain a strength many times beyond 
that, that will be required by any future load. Unless this 
can be done, it is better to use some substitute. In regard 
to the quality of the cement that should be used, that will 
depend upon the purpose for which the concrete is to be used, 
and will be treated of under the different types of concrete. 
The aggregate must possess the following qualities, to a 
greater or less extent: 

Hardness, Toughness, Durability, 

Angularity, Cleanliness. 

The ultimate quality of the concrete depends primarily 
upon the qualities of the raw material used. The aggregate 
may be some material such as stone or brick broken to a suit- 
able size or it may be gravel. The necessity of hardness, 
toughness and durability in the aggregate is self evident and 
needs no explanation. 

Angularity of fracture or structure improves the quality of 
the concrete as it mikes the binding together of the material 
much firmer and stronger. For this reason broken stone is in 
many ways preferable to gravel, provided the quality of the 
materials is equal. The gravel being composed of stones 
worn more or less smooth and rounded by water, does not 
offer the hold for the cement that is offered by broken stone.* 



*In an abstract from a recent Government Report it has been claimed 
that the bond between cement mortar and rounded pebbles was stronger 
than between the same mortar and broken stone. The broken stone must 
have been of a very inferior quality or some unknown element have 
entered into the making or testing of the concrete. — Author. 
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Whatever material is used for an aggregate there is one 
condition that is absolutely indispensable, if good results are 
obtained and that is cleanliness. The aggregate must be 
clean, and to insure this, it must be freshly excavated if 
gravel, or freshly broken if stone. Any material that has 
been exposed for a year or more will deteriorate in value as 
an aggregate. By cleanliness is meant that, it must be free 
from dust, dirt, and earthy matter and from any mould or veg- 
etable growth. If the particles of aggregate are covered 
with dust or dirt of any kind, the cement is thereby pre- 
vented from coming in contact with it and the resulting bond 
is not perfect. Under the head of mixing concrete this sub- 
ject will be again touched upon. 

Size of Aggregates. — Within certain limits the size of the 
aggregate depends upon the future use of the concrete. For 
the purposes of foundations and such general work, where 
the requirement is strength and not artistic effect, the size 
may vary, but should not exceed, in broken stone, a piece 
that will pass through an inch and a half ring. With this 
size as a maximum, the pieces may grade down to the size of 
a coffee bean. The graduation in the size of the aggregate 
lessens the amount of cement mortar necessarv. 

Reducing the Aggregates. — When broken stone or other 
similar material is used, it is usually broken in a stone crasher. 
The stone crushers used are of the same type as those already 
described in Chapter VII. The material as it comes from the 
crusher must be entirely freed from the coating of fine dust 
with which it is covered. This can easily be done by turning 
water on it. 

Screening. — -The broken stone should be screened, as it 
comes from the crusher. The object of the screening, is not 
to reduce the material to uniform size, but simply to keep the 
size of the stone between a maximum and a minimum limit. 
The finer particles, those smaller than coffee beans, should not 
be used, and all of the dust should be carefully screened or 
washed out. As a maximum limit no piece larger than an 
inch and a half in any direction should be used. 
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It is not desirable that the aggregate should be of uniform 
size. When of different sizes they .pack better and require 
less mortar to make good concrete. The amount of mortar 
needed will depend upon the voids between the particles com- 
posing the aggregate. It should be sufficient to entirely fill 
these voids and to give a thorough and complete coating to 
each particle. In regard to what particular stones make the 
best aggregate, there is no stone that excels the best quali- 
ties of granite or trap. These two varieties, together with 
deposits similar to the Sioux Fails Quartzite, possess all of the 
requisite qualities for the making of good concrete. The 
sandstones are usually much too soft and are not usually con 
sidered suitable. Some deposits of limestone will make fair 
concrete. The hardest and toughest varieties. None of it 
however can be considered first-class and should only be used 
when no other material is available, and then used with much 
care. Limestone does not crush well. There is a tendency 
to powder and also to break into long thin slabs. There is a 
loss of from 15 to 25% in the stone from these causes and this 
should be remembered in making any estimate as to quanti- 
ties needed, or as to probable cost. The breaking of the stone 
into thin slabs will be obviated by the use of a rotary stone 
crusher, but the amount of dust and waste will also be very 
much increased. The fact that limestone is so generally dis- 
tributed and so cheaply quarried, is the only excuse for its 
very general use in the making of concrete. 

Gravel. — Good, clean gravel, when obtainable, makes a 
cheap and durable aggregate. The lack of angularity is the 
one bad quality it usually has. The material of which it is 
composed is usually hard and durable, and if the quality of the 
mortar used is sufficiently rich, the resulting concrete is good. 

The gravel should be 'carefully screened and all earthy or 
loamy material removed. It is not necessary to remove any 
clean, sharp sand that may be mixed with the gravel. This 
sand can be used with the gravel and less sand used with the 
cement in making the mortar. 

Hand Broken. — When broken stone is used as an aggre- 



STONE CRUSHING. 117 

gate, it is often broken by hand in the place of being broken 
by machinery. 

This is always the case where a limited quantity of the 
material is needed, unless it can be purchased already broken 
from some central supply station. Stone broken by hand 
possesses some advantages over machine broken stone, The 
stone Can be broken to any required size and this size runs 
with greater uniformity. There is almost a total absence of 
dust and much less waste in the stone. Hand broken stone 
does not require screening. 

Where machine broken stone is not available from a central 
supply, and the quantity needed not large, it should always be 
hand broken. The great cost of machine broken stone is the 
first cost of the plant. 

After the plant is once in place, and provided there is suffi- 
cient material to keep the machine running all the time, it costs 
less than one-fourth as much to break by machine as it does by 
hand. But if the arrangements and needs are such that the 
machine only runs at irregular intervals, the machine crushing 
may be even more expensive than that done by hand. 

As to the cost of the plant, that depends entirely upon the 
type of crusher used and the capacity of the plant. (See 
tables in Chapter VII.) 

The crusher should always be placed in or near the quarry. 
There is a loss of from 12 to 25% in the crushing, and of 
course this loss should be moved as short a distance as possible. 

In buying stone, the better method is to buy it by weight. 
This is more satisfactory to both parti-es. When stone is 
bought by the cubic yard, there is always a question as to its 
measurement and also as to the manner in which it is piled. 
The weight of a cubic yard of stone must be determined and 
when this is once done there can be no dispute as to the 
amount that has been purchased. 

One must remember that 1 cu. yd. of solid stone will make 
about 1.8 cu. yds. of broken stone. The stone loosely piled 
and broken to a maximum of 2 inch cubes. 

This will decrease about 10% when well rammed in place. 
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Mixing" Concrete. — The proportions of the different ingre- 
dients that compose the concrete depend upon the character 
of the ingredients, the character of the concrete required, etc., 
and are treated of elsewhere. But, whatever the ingredients 
may be and in whatever proportions they may be used, the 
quality of the resulting concrete can be very materially affected 
by the methods used in mixing, and the subsequent manner of 
manipulation. Where concrete is to be used in comparatively 
small quantities, it is mixed by hand and this should be done 
in the following manner: The mixing is usually done in a 
rough wooden mixing box, not more than 10 or 12 inches deep 
and 4 feet wide. The length of the box depends upon the 
amount of material that is to be handled at once and for the 
working of two men a box about 14 feet long is convenient. 

The box should be approximately water tight. 

The correct proportions of sand and cement are put into 
the box and thoroughly mixed dry. This mixture is then 
drawn to the sides and ends of the box and the proper 
amount of water is poured into the center. The whole mass ^ 

is then mixed by either hoes or shovels. The amount of water 
used should be just sufficient to cause the mixture to have the 
appearance of wet sand. The important point to be guarded 
against is the excessive use of water. There is comparatively 
slight danger of using too little. 

As soon as the sand, cement and water have been thoroughly 
mixed, the broken stone or gravel is added. 

Care should be taken that the aggregate used is clean. 
All dust, dirt or earthy material should be carefully washed 
out and the aggregate should be wet before being put into the 
mortar. The wetting should be done in such a manner that 
any surplus water not absorbed by the aggregate may drain 
away. The aggregate in this condition, is then added to the 
mortar and the whole thoroughly mixed, until every particle 
of the aggregate is covered with a coating of the mortar. 

The concrete is then ready to be put in place and should be 
used at once. 

Platforms. — In using mixing boxes, a certain amount of 
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time or expense is lost in lifting the material over the side of 
the box. This has led in some cases to the substitution of a 
platform, upon which the mixing is done. 

These mixing platforms have been used with success in 
cases where the concrete was to be used as a foundation for 
pavements or for the subway for cable roads, etc. The width 
of a platform should be such that a man standing at one side 
can work beyond the center with a shovel. The length 
depends upon the amount of concrete to be mixed at one time v . 

When the platforms are only 8 or 10 feet long they either 
may rest directly upon the ground or have wooden shoes under 
them, similar to those under a stone drag. When longer, they 
have been built with small, broad iron trucks. 

The method of manipulation is as follows: 

The platform is dragged into place. The concrete mate- 
rial has already been deposited at that point in approxi- 
mately the correct proportions. A barrel of cement is placed 
on the platform and both ends knocked out. It is then ended 
from one end of the platform to the other and the cement 
dropping out each time the barrel is turned, is thus dis- 
tributed over the platform. A number of empty barrels 
without heads are then placed upon one end of the platform 
and filled with sand and gravel. These barrels are ended 
from one end to the other and the aggregate thus distributed. 
This dry material is then turned rapidly with shovels, three 
times, then drawn to each side and the proper amount of 
water added. The water is usually in a barrel or tank 
mounted upon wheels. As soon as the water is added the 
whole mass is turned and mixed some three or four times and 
then shoveled at once into place. The platform is dragged 
ahead to the next point and the work goes on. 

Machine Mixing. — When the amount of concrete to be 
mixed in one place becomes considerable, the mixing is 
usually done by machinery. There are a great number of 
these concrete mixing machines upon the market, but we will 
treat only of the different types, and not of the merits of the 
individual machine. 
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The type of machine to be used depends to a certain 
extent upon the character of concrete to be made. That is, 
whether it is to be made of coarse broken stone or finely 
broken stone and sand. One of the simplest forms of con- 
crete mixer is that shown in Plate II. It consists of a cubical 
wooden or iron box, this box is fixed to a horizontal shaft, 
the shaft being fastened to two of the diagonally opposite 
corners. By means of gearing the shaft is rotated and with 
it the box. There is a proper opening in the box, that can be 
closed tightly. The concrete material, cement, sand, gravel 
or broken stone, and water, is placed in the box in the correct 
proportions and the opening closed. The box is revolved a 
number of times — usually about five — then stopped and the 
thoroughly mixed material is run out into a barrow, box, cart, 
or any other receptacle. The box being hung by the corners, 
the material is thrown from side to side and from end to end 
in each revolution. The mixing by means of this machine is 
best done when the aggregate has a maximum size of a 
hen's egg; when sand and finely ground aggregate, alone are 
used, the mixing is not as well done, as the material does not 
fall as freely from one side of the box to the other. Care 
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must be taken not to rotate the box too rapidly, but to allow 
sufficient time for the material to fall from one side to the 
other. Fig. 36 shows a more elaborate mixing machine upon 
this same principle. 

In the type of machine just described, the different mate- 
rials for making the concrete are all put in the tumbler box 
or cylinder and all mixed at once. There is a type of machine 



shown in Fig. 37, in which the sand, cement and water are 
thoroughly mixed and then the broken stone or gravel added. 
The sand, cement and water are put in the cement hopper. 
In the bottom of this hopper is a large endless screw that 
runs in the tube. The revolving of this screw thoroughly 
mixes the mortar and forces it out of the upper end of the 
tube into the chute, down which it runs into the mixing cylin- 
der. The broken stone or gravel is placed in the box below 
the tube, carried up by means of the chain and bucket eleva- 
tor, and thrown into the chute, from which it passes with the 
mortar into the mixing cylinder and comes out at the lower 
end thoroughly mixed. The capacity of this machine is about 
65 cubic yards per day. 

Machines similar to this are made that have two delivery 
chutes at the back for the discharge of the concrete. Such 
machines are used for the depositing of concrete in two 
parallel trenches, when it is used as a foundation for street 
railway tracks. In types of mixing machines, such as just 
described, the mixing is done by some form of a revolving 
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endless screw or revolving beaters and they can only be used 
with advantage when the aggregate is small. 

Fig. 38 shows a very sim- 
ple form of mixing machine 
that may be run by hand. A 
small one of this type has 
been found very useful in 
laboratory experiments, 

The quality of the cement 
used depends upon the re- 
quired character of the con- 
crete. For foundations for 
building, any first-class nat- 
ural cement will answer the 
purpose. 

For very important and 
expensive foundations, par- 
ticularly those under water, 
the best Portland should be 
used. By the best Portland, 
is meant, not only a Portland 
that will comply with the test 
specifications, but a brand of cement that has been tested to 
such an extent that the engineer may have no doubt as to its 
uniformity of character. This quality of uniformity of produc- 
tion will do more to sell a cement than any other. 

For foundations for pavments, the best natural cements 
answer the purpose. 

For lining cisterns and reservoirs, some natural cements are 
suitable, and- a good Portland with about 20 r / f - lime makes a 
most excellent working mortar. 

For all side-walk work, only the best Portland should be 
used. In any work where the concrete will be subjected to 
attrition or wear, only the best Portland should be used. 

In the laying of cement walks, attempts have been made to 
use a base of natural cement concrete with a covering or 
wearing surface of Portland cement. So far this has not been 
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.successful. The union between the two kinds of concrete has 
not been perfect and the result has been that, in a short time, 
the top was scaled off. 

For the manufacture of artificial stone, only the best Port- 
land should be used, unless some special patent cement, made 
.for that purpose, is used. 

There are a number of these patent processes in vogue, 
that appear to give good results. As the author has not experi- 
mented upon them, and is not familiar with their composition, 
he is unable to give any opinion as to their relative merits. 

Only a few of the more general uses of cement have been 
•mentioned and what has been said in regard to the use of nat- 
ural or Portland cements must be taken in the form of sugges- 
tions rather than a statement of absolute facts. 

Sand. — The sand should be clean and sharp. 

Aggregates clean, angular and of graduated size up to the 
•maximum. Hard and tough. 

Proportions. — The proportions, in which the ingredients 
-should be used, depend upon so many points, such as the qual- 
ity of the constituents and requirements in the concrete, that 
they will not be taken up here. There are a number of speci- 
fications given, for various types of work that show what 
proportions are used. 

Water. — The amount of water used is almost universally 
too great. The concrete when ready to be put in place should 
be merely a damp, incoherent mass. 

There is very little danger of using too little water, 

Mixing. — Under ordinary circumstances the sand and 
cement should be mixed dry, and then sufficient water added. 
The stone or gravel, having been thoroughly washed and wet 
should then be added and the wholp mass worked and mixed. 

Depositing Concrete. — Until within a comparatively few 
years there was much error existing as to the best methods of 
depositing concrete in place. For some unaccountable reason 
most of the older specifications specify that the concrete shall 
not be tamped after being put in place, and in order that it may 
be, to a certain extent, solidified, it was specified that it should 
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be dumped in place from a certain height.. Nothing could 
have been more erroneous than such ideas. The concrete 
should not be allowed to fall a considerable height. Such a 
fall tends to separate the larger pieces from the smaller, and 
thus results in a lack of uniformity in the concrete. The con- 
crete should be put in place with care, not allowed to fall more 
than 3 or 5 feet. 

It should then be spread evenly and thoroughly tamped. 
The tamping should be done quickly, but should be done thor- 
oughly. The concrete should not be laid in layers more than 
6 or 8 inches in thickness. That is in lavers not thicker than 
can be well tamped. Succeeding layers should be put in place 
before the previous ones have become set. 

When the work is, from necessity, stopped for a length of 
time sufficient for the cement to become set, it should be left 
in the form of steps, and just before the next deposits of 
concrete are made, it is a good plan to cover the surface of the 
old concrete with a coating of thin grout, made of neat cement 
and an abundance of water, in order to make a perfect union 
between the deposits. 

It is often specified that the tamping shall be continued until 
the water rises to the surface. If no more than the proper 
amount of water has been used, the tamping will have been 
sufficient long before any of this water will have appeared on 
the surface. 

Depositing Concrete Under Water. — When concrete is 
to be deposited under water, some special device is necessary. 

The concrete cannot be thrown into the water and allowed 
to sink by its own weight, for the reason that all the cement 
and mortar would thus be washed from the aggregate. 
Various devices are used.. 

The concrete is often placed in large paper sacks and low- 
ered in place in this condition. The action of the water and 
the weight of the concrete, soon breaks the sacks and allows 
the concrete to unite. 

Where the depth of water is not too great, a wooden tube 
or box can be used. The length of the box being greater 
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than the depth of water. The box is water tight, and the 

lower end fitted with a cover that can be opened from above. 
A certain amount of concrete is put into the lower end of the 
box and the box then lowered into the water until the lower 
end is near the place where the concrete is to be deposited. 
The cover is then opened and the concrete slides into place- 
There are numerous devices in the shape of buckets that 
■are used. The essential features of all of these buckets for 



depositing concrete, are that the form should be such that when 
the bucket is opened, all of the contents may fall out and also 
that the device for opening shall be such that it can be worked 
from above. Fig. 39 shows one of these types used. Figs. 
40 and 41 show a 
device for a heavy 
canvas bag open 
at bqth ends. The 
lower end is drawn 
together by a rope 
Fie. 42. fastened in the 

manner shown in 
ith concrete and lowered into 
pulled, the sling comes off, the 
lower end opens and the concrete slides into place. 




Fig. 41. The bag is filled 
place. Then the sling rope i 
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Pavements and Sidewalks. — The use of Portland cement 
for the paving of streets has never been general. But there 
are some few localities, such as in parts of London, where 
it has been used with great success, as far as the wearing" 
qualities are concerned. 

In order that concrete may serve as a pavement for general 
traffic, only the very best materials of every kind must be used / 

and this necessity renders the cost so great as to be prohibi- 
tory excepting in rare instances. The manufacture of paving- 
brick has reached such a degree of excellency and the product 
is sold at such a reasonable price that, probably, the day for 
cement pavement has passed. 

In any of the Portland cement pavements in London the . 
concrete was not made in place, but molded into blocks which 
after hardening were put in place as artificial stone blocks. 
As a foundation for a street pavement, concrete is used in 
enormous quantities. For this purpose the light-burned natural 
cements answer and thus the cost of the concrete is very much 
reduced. ~ 

The concrete for this purpose usually consists of the follow- 
ing proportions. 

i part natural cement. 

2 to 3 parts sand, coarse and gravelly. 

5 " 7 " broken stone. 

This cement concrete makes an ideal street covering when 
a suitable wearing surface is put over it. It presents a smooth,, 
even surface and may be given any form or shape required- 
It is impervious to water and thus fulfills one of the most 
important requirements of street covering. The method of 
applying it is as follows: 

The sub-gfade is given the cross-section of the finished, 
surface and rolled smooth and even. ' 

The concrete is made and deposited in layers of the required 
thickness, usually from 6 to 9 inches, depending upon the 
nature of the sub-soil below and the character of the traffic 
above. The concrete is given the required contour by the 
use of a template. It is then thoroughly tamped, and the top 
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smoothed off. The concrete can be made at the sides of the 
streets and moved into place by barrows, or it can be made 
on platforms (see page 118) and put in place by shovels. 

The concrete is usually allowed to set for three days, then a 
layer of sand from 1 to 2 inches in thickness is evenly spread 
over it, and the wearing surface, in the shape of granite blocks, 
bricks, or wooden blocks are put in place. 

In order to obtain the best results with any given concrete, 
it is necessary that it should be kept damp and protected from 
the heat of the sun. 

For this purpose the sand is usually thrown on a few hours 
after the concrete is in place, and the sand kept damp for 
several davs. 

Such a foundation as this, makes it a rather expensive mat- 
ter to tear up the street for gas and water pipes, but with 
proper care the concrete can be replaced in a manner that in 
no way causes deterioration to the pavement. 

Before a foundation such as this is laid on any street, the 
property owners should receive ample notification of the fact 
and also of what amount they may be fined, in addition to the 
actual cost of the repairs, in case they are the cause of the 
necessity of cutting the pavement. 

Sidewalks. — For the purpose of constructing walks for foot 
travel alone, cement concrete has no superior. 

Materials. — None but the best materials should be used. 
Portland cement, clean, sharp sand, and gravel or broken stone. 
If broken stone is used it should be broken somewhat finer 
than for macadam, as the walks are not made more than four 
inches deep. The walks are made of two classes of concrete, 
3 J- inches of ordinary concrete consisting of cement, sand, 
gravel or broken stone. On top of this is a finishing coat of 
^ an inch or less, made of a rich cement mortar alone. Many 
attempts have been made to use the natural cement for the 
base and the expensive Portland cement for only the finishing 
coat. 

Such experiments have as yet resulted in failure, the top 
coat invariably separating from the base and breaking off. 
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This is probably due to the fact that the Portland cement 
mortar was put upon the base before the base was set and the 
difference in the amount of contraction of the two concretes, 
while setting, prevented a union being formed. With our 
present knowledge of the making of cement walks, only the 
best Portland cement should be used throughout. 

Foundation. — In localities subject to low temperatures much 
care should be given to the foundation below the concrete. 
The earth is excavated to a depth of 8 or 10 inches below the 
required surface of the walk and from 4 to 6 inches of sand or 
furnace cinders spread and well tamped. 

Frames. — The necessary frames are usually made of 2x4 
inch studding. Suppose the walk is to be 6 feet wide. On 
one side of the walk is set a piece of 2x4 on edge, the top 
being just the height of the finished walk. This is held in 
place by means of stakes driven on each side, those on the 
outside being much the stronger. Down the center of the 
walk is placed another frame, at such a distance from the out- 
side frame that the clear distance between them is one-half the 
width of the walk. Two cross pieces are put in at such a 
distance apart that one batch of concrete will fill the interven- 
ing space. For framing around curves, thin ceiling stuff may 
be used, or sheet iron. 

Mixing the Concrete. — The concrete is mixed by hand, 
and in the same manner as described on page 118. The work 
is done in two boxes, one large one for. the heavy layer, and 
a smaller one for the top coating. The lower layer should be 
mixed with as little w r ater as possible. The top coating has 
much more water, and should be of such a consistency as to 
work well under a trowel. 

Manipulation. — The frames are filled with the coarse con- 
crete until it comes up even with the top. It is smoothed off 
with a straight edge, resting on the two frames and moved 
back and forth. It is then tamped with small, flat, iron 
tampers, the tampers having a smooth face 4 inches square 
and a wooden handle. The concrete is compressed suffi- 
ciently by the tamping to give the right depth for the top 
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coating. After the tamping the surface is quickly smoothed 
off with a trowel. Before the top coating is put on this 
bottom coat is cut into blocks of any desired size, usually 
about 3 feet square. This cutting is done with a trowel, 
worked along a straight edge, the trowel being forced en- 
tirely through the concrete. The surface being smoothed off, 
the top coating is applied. This is spread quickly and evenly 
with a wooden float and brought flush with the top of the 
frames. It is struck perfectly true with a straight edge, and 
then troweled down smoothly. The troweler works with a 
smoothing trowel in each hand and puts considerable pressure 
upon them. After the top coat has been smoothed the 
character of the desired surface decides the next step. If a 
perfectly smooth surface is desired, some neat cement is 
sifted over the top, and the whole surface polished down. 
When a rougher surface is desired, the top is smoothed down 
and then some coarse clean sand sifted over it. The troweler 
goes lightly over the surface to partially imbed the sand. 
Another method is to indent the surface. A small brass 
roller is used, the surface of which is covered with pointed 
studs that, in passing, indent the surface. After the surface 
has been finished it is marked off in lines to correspond with 
the cuttings through the concrete. The marking is done by 
means of a chalk line stretched between the ends of the 
desired mark. This line is then pressed into the soft mortar 
with a small trowel, and being removed, leaves the mark. 
After the surface has been finished the walk is left to harden. 
For several days the surface should be kept wet. This is 
particularly necessary in dry, hot weather, in order to avoid 
the appearance of sun cracks. These so-called sun cracks are 
fine, hair-like cracks that may often be seen upon the surface 
of finished cement work. They do not in any way impair the 
durability of the work, and are due to the too quick drying of 
the surface. 

As the work of laying the concrete advances, the small 
stakes on the inside of the frames are removed. 

In a few days the frames are removed and are used over 
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and over again. When the other side of the walk is put in ? 
the concrete already in place serves as a frame on that side. 

Cement Curbing. — The frames for cement curbing should 
be made of two-inch plank dressed on one side. The width 
of the frame should equal the depth of the curbing. The planks 
are held together by cleats nailed on the rough side. These 
cleats should be from 3 to 4 inches wide and at one end of 
each section the cleat should project half its width beyond the 
ends of the plank. The ends of the plank should be cut off 
true and square, and when the sections are fitted together, the 
end of one section will come inside this projecting cleat and 
thus be held in line. The frames are held in place by means 
of heavy stakes driven on the outside and pieces of board 
sawed to the desired thickness of the curbing, on the inside, 
holding the frames apart. 

The concrete for curbing is made of cement and sand, no 
gravel or broken stone being used, unless the curbing is of 
extraordinary thickness. This concrete is mixed about the con- 
sistency of damp sand, filled in between the frames and thor- 
oughly tamped. The top is finished off with a trowel, if 
square, or to any desired cross-section by means of a template* 
The frames are not removed until the concrete has become 
thoroughly set. The back frame is removed first and the earth 
tamped back in place. 

The number of men in a gang for making cement walks is. 
four. One troweler and three helpers. One of these helpers, 
assists on the frames and tamps the concrete. The other two 
mix the mortar and concrete. 

Outfit. — Two tampers, 1 axe, 1 sledge hammer, 1 saw, 1 
har^d hammer, 2 hoes, 2 shovels, 2 wheelbarrows, 1 large 
mixing box 14 ft. long, 3 ft. wide and 1 ft. deep. 

One small mortar box, 2 or 3 wooden buckets, 1 straight 
edge, 1 pointing trowel, 2 floats, 2 smoothing trowels, 1 chalk 
line, 1 sieve; gravel screen if necessary. 

In straight work, when no time is lost setting the frames, 
one troweler should keep three helpers busy and should lay 
and finish 500 square feet per day. 
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For a gang of four men, the following amounts of material 
will make a convenient amount of concrete and mortar to 
handle and an amount that can be handled in such a time as to 
obviate any danger of an incipient set. 

The proportions given are correct for thoroughly good 
cement walks and have been proved by the author. 

Concrete Base. — One and one-half bbls. Portland cement, 
1 cu. yd. river gravel and coarse sand. 

Top Coating. — One-eighth cu. yd. sharp clean sand. I- bbl. 
Portland cement. This amount will make between 90 and 
100 square feet of cement walk 4 inches thick. 

Making in Molds. — Slabs for cement walks and curbing 
may be made in molds under cover and stored away for future 
use. They are then put in place and handled in the same 
manner as sandstone. When made in molds the slabs are 
not more than 2 feet square usually. Any desired color can 
be given to the work by mixing this color with the mortar. 

Repairing Masonry. — Owing to the immense amount of 
masonry construction that has been done in this country during 
the last fifty years, there have been many instances where an 
inferior quality of building stone has been used in structures 
of considerable importance. In some cases the stone did not 
possess good -"weathering" qualities and soon began to disin- 
tegrate. This type of masonry has been very frequently 
repaired by the use of Portland cement mortar. The exposed 
face of the masonry being covered w r ith a coating of mortar, 
put on in the same manner as plaster. 

The surface to be so repaired should be thoroughly cleaned, 
all dust, dirt and vegetable growth removed, and then thor- 
oughly wet, before the mortar is applied. 

For good work the mortar should be proportioned 1 part 
s> cement and not more than 3 parts clean, sharp sand. Suf- 

ficient water should be used to give it the consistency of lime- 
mortar used for plastering. It can be applied with a trowel 
and then worked down and smoothed. 

Another method of applying the mortar is as follows: 
some of the details of the method have been patented. 
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The surface is cleaned and wet, all of the joints are thor- 
oughly scraped out and all loose mortar or stones removed. 

A shield of plank is put up at any distance from the masonry, 
so that the distance between it and the masonry shall be the 
thickness required for the cement coating. A water tight 
joint is made between the shield and the masonry to be 
repaired. 

The cement mortar is made very thin by the excessive use 
of water. This form of mortar is called " Grout." This 
semi-liquid mass is then forced into the space back of the 
shield and into all the interstices of the masonry by means of a 
force pump. 

In this manner, arches, piers, retaining walls, etc., have been 
repaired in a most satisfactory manner.* 

Artificial Stone. — In the different uses of cement thus far 
spoken of, the concrete has been put in place and allowed to 
harden there. There is, however, another most important 
method of using concrete and that is molding it into blocks of 
any required shape allowing it to harden in the molds and 
then using it in the form of artificial stone, in the same manner 
as any other variety of stone. Artificial stone blocks of great 
size have been used in large quantities at different ports along 
the Mediterranean for the purpose of building break-waters 
and sea-walls. There was no good building stone obtainable 
within a reasonable distance and there were all the necessary 
constitutents for good concrete in abundance. Lime, sand 
and clay. 

These blocks were usually what is known as "Coignet's 
Bt^ton Agglom^rd" and the ingredients were more or less, 
hydraulic lime and fine sand. The jetties of the Suez Canal 
are built of Beton Agglomdr^ composed of hydraulic lime of 
Theil and the exceedingly fine sand of the desert. The blocks 
weighed about 20 tons and were allowed to harden some two or 
three months in the air before they were immersed in the sea. 

*For a full description of this process, see Engineering News. 
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•The result has been satisfactory although no engineer 
would take the chances of failure by using only hydraulic 
lime when by the addition of a little Portland cement the 
concrete would have been so vastly improved and all possible 
danger done away with. This B^ton has been used in great 
quantities all over France for the building of sewers, aqueducts 
and buildings of all sorts and sizes. 

In the manufacture of Bdton, it will be noticed that no broken 
stone or gravel is used. Some type of cement or lime and 
sharp sand. In France at least its use has been attended with 
marked success. One of the largest works in which it has 
been used in monolithic form is the Vanne Aqueduct, that 
supplies Paris with water, 37 miles in length. There are 2 
or 3 miles of arches, some of them are 50 feet high, 8 or 10 
arch bridges 75 to IO ° ^ eet * n span. The pipe, itself, is 6^ 
feet interior diameter, 9 inches thick on top and 12 inches on 
the sides near the water level. It appears to be impermeable 
to water. Nearly 40 miles of sewers, in Paris have been 
built of the same material and have been satisfactory. 

In this country, no monolithic sewers or aqueducts of cement 
concrete have been constructed, for the reason that iron, stone- 
ware pipe and brick are better suited to the purpose at a 
much less cost. The locks on the Hennepin canal are mono- 
lithic structues of Portland cement concrete. The materials 
used are imported Portland cement, river gravel and sand, 
and broken stone. Plate I. shows the stone crushing plant. 
Plate II. shows the concrete mixing machine, which consists of 
a box hung at diagonal corners and capable of being revolved. 
Plates III. and IV. give different views of the locks, more or 
less completed. A good idea of the massive structure of the 
work can be obtained from these plates. Heavy timber frames 
are erected and the concrete filled in between, in layers and 
tamped. The whole mass is kept wet during the process of 
setting and in order to insure this for the interior of the mass 
vertical holes were left in the concrete and these were kept 
filled with water until such a time, that none of it was absorbed 
by the concrete. 
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Probably the most striking examples that we have of mono- 
lithic concrete structures are some of the large hotels in Florida 
and parts of California. 

Plate V. is an exterior view of the Museum Building of the 
Leland Stanford Jr. University, and Plate VI. shows an interior 
view of the same. This is a monolithic concrete structure and 
was built by Ransom, Smith & Co., of San Francisco, California. 

Plate VII. shows a small bridge built upon the University 
grounds and is a good example of what is possible in the direc- 
tion of imitating ornamental stone work. 

Portland cement concrete, if allowed a sufficient time to 
harden, is capable of offering great resistance to wear of any 
kind and has great durabilty in resisting the action of the 
elements. But a number of months, at least, are necessarv 
before this great resisting power becomes developed. The 
fact that such a length of time is necessary before Portland 
cement concrete possesses the resisting power of good building 
stone, has been a very serious drawback to its general use 
as artificial stone for finer ornamental and architectural pur- 
poses, unless the artificial stone was carefully stored under 
cover for a considerable period of time the finer details would 
become effaced upon exposure. The better the ultimate 
quality of the concrete the slower it is in hardening, and con- 
sequently the longer time it must be stored before it can be 
used with safety. When used in comparatively large masses 
or in such a form as not to render fine delicate tracery neces- 
sary, the small amount of disintegration that takes place is 
of no importance. The facility and ease with which concrete 
may be molded into any required shape, makes it a most 
desirable material for many constructive purposes. 

These two facts soon led to experiments being made to 
obviate this defect, and also to produce some solution that 
could be applied not only to artificial stone but also natural 
building stones that would render them impervious to water 
and to the action of vitiated atmospheres. 

The application of a liquid glass has been found to be among 
the most beneficial. 



SILICATING PROCESSES. 

An analysis of the compound used is about : 

Silicic acid, 23.21 

Soda, 8.90 

Potash, 2.52 

Water, 65.37 
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This compound, when sufficiently diluted with water and 
applied to the surface of stone, either natural or artificial, 
forms a thin surface of glass over it, that presents a resistance 
to the elements, that would not be obtained by the concrete 
alone for many months and never by the natural stone. 

The most successful application of this silicating process 
has been made in England in the manufature of paving blocks. 
The following description of which is taken from Henry Reid 
on the Manufacture and Use of Portland Cement, page 383. 

Victoria Stone. Aggregate. The best granite, broken 
finely and carefully washed to remove dust and any clayey 
material. Only the very best Portland cement is used. This 
is a sine qua non. In the molding room the materials are 
mixed in varying proportions, to suit the future requirements 
of the blocks. The slabs are made with both sides alike, so . 
that when one side becomes worn it may be turned over. 
After being molded the slabs are kept at least seven days 
before being dipped in the silica tanks. It is allowed to stay 
in the baths some ten days and then stored away for use. 

Concrete made of the best materials and with the greatest 
care has considerable power of absorption, and it is this 
•quality that is taken advantage of in this process. 

* This silicating process would only be allowable in concrete 
made of Portland or some extremely hydraulic cement, for 
the reason that this double silicate of soda and potash which 
is formed completely excludes the air from any communication 



* See "A Practical Treatise on Natural and Artificial Concrete," by 
■Henry Reid, page 154. There is quite a detailed article in this book upon 
■artificial stone and the silicating process. 
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with the interior of the mass, and if the concrete were made 
of lime as a matrix the interior never would become hard. 

There is another compound that in solution has been found 
to render masonry impervious to water, " Sylvester's Process 
for Repelling Moisture from External Walls." This process 
consists of the application of two washes to the exterior face 
of the masonry. 

No. i — Castile soap, -J lbs. 

Water, i gal. 

No. 2 — Alum, J lb. 

Water, 4 gals. 

Apply No. 1 as near the temperature of boiling as possi- 
ble with a stiff brush and rub until the masonry is covered 
with a lather. Permit to dry 24 hours, and then apply 
solution No. 2. In 24 hours repeat this; and on ordinary 
brick masonry about three applications are usually sufficient.* 

The properties of this solution have led to the patenting of 
the so-called McMurtie Stone. This stone is made of Portland 
cement concrete, in the pores of which are formed the com- 
pounds of alumina and the acids resulting from the double 
decomposition of alum and soap. These compounds are 
. insoluble in water, and are not acted on by the carbonic acid 
in the air. The early strength of the stone is increased, and 
the ultimate strength not at all diminished. 

Frear Stone. — Composed of clean, sharp sand and Port- 
land cement, to which is added some gum shellac. 

Proportions — 

1 part cement. 

2\ parts sand. 

1 ounce shellac to 1 cubic foot of stone. 

Rammed in molds and stored for some months. Used some 
in Chicago, but not always with satisfactory results. 

Ransom Stone. — Crushed and washed granite, sand, or 
gravel. 

♦See Baker's Masonry Construction, p. 178. 
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METHOD OF MANUFACTURE. 

One gallon silicate of soda mixed with 1 bushel of sand or 
other aggregate, rammed into molds; immersed, under pres- 
sure, in hot solution of chloride of calcium ; thoroughly washed 
in cold water. Result most excellent when good materials 
are used. 

Sorel Stone. — Cement, oxychloride of magnesium; formed 
by adding solution of chloride of magnesium to the oxide of 
magnesium. The proper strengths and proportions being used 
a cement of great hydraulic energy is the result. 

Used w r ith properly powdered stone of good quality, it 
makes the hardest and strongest artificial stone yet produced, 
and is in every way equal to the natural stone that furnishes 
the powder. It is used principally for emery wheels, imitation 
marble, soapstone stoves, etc. 

ESTIMATES OF QUANTITIES. 

Lime. — One barrel unslaked lime weighs about 230 pounds. 
One barrel unslaked lime will make about 2\ barrels of stiff 
lime paste, equal to 0.3 cu. yd. 

One barrel of lime paste and three barrels of sand will make 
three barrels of mortar, equal to 0.4 cu. yd. One barrel of 
unslaked lime will make 6.75 barrels of good 1 to 3 mortar, 
equal to 0.95 cu. yd. 

Cement. — Portland weighs 400 pounds per barrel gross and. 
about 375 pounds net. 

Rosendale 300 pounds net per barrel. 

Milwaukee and Utica about 260 pounds net. 

Portland as packed will measure about 1.2 barrels loose.. 

Rosendale about 1.25 to 1.40. 

Milwaukee and Utica about 1.1. 

One cubic foot dry cement shaken down but not pressed 
will make about 0.63 cu. ft. stiff paste, when mixed with 25 to 
30% of water. 

One barrel of Rosendale will make about 3.75 cu. ft. stiff 
paste, or about 80 pounds Rosendale will make one cu. ft. stiff 
paste. 
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Volume for volume Portland will make about the same 
amount of paste as the naturals That is ioy pounds of Port- 
land will make one cu. foot of paste. 

In mixing mortar in large quantities the units of measure- 
ment are usually a packed barrel of cement and a loose barrel 
of sand. 

CEMENT AND SAND REQUIRED FOR ONE CUBIC YARD 

OF MORTAR. 

PROPORTION OF SAND TO CEMENT. 
OI23456 

Portland in barrels, 7.14 4.16 2.85 2.00 1.70 1.25 1.1S 

Utica, 6.42 3.73 2.57 1.80 1.53 1. 13 1.06 

Sand cu. yds., . . o 0.67 0.84 0.94 0.98 0.99 1.00 

The cement is given in barrels packed, the sand in cubic 
yards. 

AMOUNT OF MORTAR REQUIRED FOR A CUBIC YARD OF MASONRY. 



DESCRIPTION OF MASONRY. 



Concrete; broken stone; no gravel in screenings 

Rough rubble 

Rough jointed rubble 

Squared stone masonry 

Ashlar 12 "-20" courses |" to |" joints 

" 20"-30" " -\" to !" " 

. " largest blocks and courses 

Brickwork; | " to y joints 



VOL. OF 
TAR CU. 



MOR- 
YDS. 



MIN. I MAX- 



ii 



ii 



3 " to * " 

■ft" LO T 

1 f 

8" 



a 



a 




Trautvvine's Engineer's Pocket Book, p. 679: 
For 1 cu. yd. of concrete of broken stone and sand, without 
voids, 1 cu. yd. broken stone with 0.5 bulk voids, requiring 
0.5 cu. yds. of sand and 0.25 cu. yds. of cement. Abstracted 
from Gillmore on Limes, Cements, etc., p. 321. 



*Up to this point this data for estimates is taken from Baker's Masonry 
-Construction, p. 87, by permission of the author. 
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CONCRETE NO. 1. 

1 bbl. German Portland cement, ) ... 

-1 ,,, , , > 5.4 bbls. concrete mortar. 

5£ bbls. loose sand, ) T 

6 bbls. gravel, } 12 h bbls. mixed and shaken down, con- 

9 bbls. broken stone, ) taining 26^ % voids. 

The above makes 50 cu. ft. of rammed cement. 

CONCRETE NO. 2. 

i bbl. German Portland cement, ) ... 

^ . , , , , , > 5.7 bbls. concrete mortar. 

<> bbls. damp, loose sand, ) 

5 bbls. gravel, ) . . . , 

. . . f 1 c contains 30 % voids. 

9 bbls. broken stone, ) 

The above makes 50 cu. ft. rammed concrete. 



CONCRETE NO. 3. 

i bbl. French Portland cement, ) 

1 bbl. slaked, ground lime powder, I 7 bbls. mortar. 

7 bbls. loose sand, ; 

13 bbls. gravel, ) 22 J bbls. mixed together and shaken 

13 bbls. broken stone, f down with 24 °J C voids. 

The above makes 86J- cu. ft. of rammed concrete. The 
strength is good, crushing at the end of two months at 300 
pounds per square inch. 

CONCRETE NO. 5. 

i bbl. French Portland cement, \ 

\\ bbls. slaked, ground lime, > 7-9 bbls. of concrete mortar. 

■8 bbls* loose sand, ) 

16 bbls. gravel, ) 28 bbls. mixed together and shaken 

16 bbls. broken stone, J down with 24 % of voids. 

One batch of the above makes 105 cu. ft. rammed concrete, 
suitable for ordinary uses. 
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CONCRETE NO. 5. 

i bbl. Rosendale cement, ) 

3 bbls. damp, loose sand, > 3.27 bbls. of concrete mortar. 

5 bbls. broken stone, ) 

The above makes 21.75 cu * ft* of rammed concrete* 

CONCRETE NO. 6. 



10.37 bbls. of concrete mortar. 



1 bbl. Portland cement, 

1 bbl. unslaked lime, 
10 bbls. loose sand, 
16 bbls. broken stone, 

The above makes 69^ cu. ft. of concrete rammed in place- 



! 



i =5 



Pi, at!-: VI. Interior of Museum Buildinc Leland Stanford Jr. 
University, Pai.o Alto, California. 
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CHAPTER IX. 

CEMENT TESTS. 

Engineering Department, State University of Iowa. 

The Cement Tests, of which this chapter is a report, were 
made in the Cement Laboratories of the Engineering Depart- 
ment of the State University of Iowa, Iowa City. 

The entire work was done by various engineering students 
and under the personal supervision and direction of the author. 
The different tests are here numbered, merely for conveni- 
ence. The numbers indicate nothing however as to the order 
in which the work was done. The results of each test were 
written by the different students and what follows are abstracts 
from these various reports: 

Cement Test No. i. 

The tests were made by E. W. Crellen, J. H. Howe, and 
Hubert Remley, class of '90. Mr. Remley completed the 
tests and wrote the report. (See The Transit, Vol. I.,' No. 2.) 

The points studied in these tests were as follows: 

(#) The difference in strength of briquettes of the same 
age and same cement, due to being allowed to harden in dry 
air and to hardening under water. 

(£) The rate of increase in strength in the different cements 
due to time, under the two above mentioned conditions. 

(^) The actual breaking strength per square inch of the 
various cements tested at different ages. 

(d) The differences that exist in the behavior of the light- 
burned natural cements and the Portland cements. 

Temperature. — The temperature of the laboratory was 
between 6o° and 70 Fah. and the temperature of the water 
was from 5° to io° lower. 



142 



PORTLAND CEMENT. 



Immersion Tanks. — The tanks were so arranged that the 
water was constantly changing. 

Briquettes. — The size and shape of the briquette was the 
same as that shown in Fig. 10, page 45. 

Molds. — For hand made briquettes the molds used were 
similar to those shown in Fig. 11, page 46. 

Briquette Machine. — The Jameson Briquette Machine was. 
used, Figs. 17, 18, 19, 20; pp. 49-52. 

Testing Machine. — The testing machine, used for break- 
ing the briquettes was Reihle Bros. 1,000 pound cement tester,. 
Fig. 27, page 99. 

Making Briquettes. — When the briquettes were to be 
made by hand, the cement and water were mixed upon a large 
glass slab. When the briquette machine was to be used, the 
mixing was done in a small iron sink. 

Cement. — All of the cement tested was furnished, free of 
cost, by the makers. ' The makers were informed that the. 
cement was to be used for a series of laboratory tests. 

Treatment of Briquettes. — All briquettes after being made 
were placed upon some non-absorbent surface, such as glass, 
and covered with a wet cloth. At the end of twenty-four 
hours the cloth was removed and a portion of the briquettes 
were immersed and the remainder, allowed to harden in the air- 
Age of Briquettes. — The age of the briquettes given in the 
following tables, and shown in the diagrams, dates from the 
time of the removal of the wet cloth, or twenty-four hours after 
the briquettes were made. 

Breaking Briquettes. — Those briquettes that hardened un- 
der water were taken from the water and immediately broken. 

The clips, on the testing machine were, as those shown in 
Fig. 23, page 53, with rubber buffers. 

Sand. — All sand used was a sharp, white, flint-glass sand 
from near Aurora, 111. The size used was what passed through 
a No. 20 sieve and was caught on a No. 30 sieve. 

PERCENTAGE OF FINENESS OF CEMENT* 

The percentage of fineness should be found for each cement 



*What follows is taken directly from Mr. Remley's report. — The Transit 
Vol. I., No. 2. 



CEMENT TESTS. 



M3 



since the degree of fineness to which it is ground, affects the 
strength to a considerable extent. A quantity of the cement 
is carefully weighed, and sifted through a sieve having 2,50a 
meshes to the square inch. It must be carefully shaken until 
no more will pass through, and this can be shown by sifting 
over white paper. The residue is then weighed and the per- 
centage of fineness is found for this cement with this sieve. 
What passes is then sifted through a sieve having 10,00a 
meshes to the square inch, the same care being taken as before, 
to pass all that will pass. The amount remaining in the sieve 
is then weighed and the weight added to the weight of the 
residue remaining in the coarser sieve and subtracted from 
the weight of the whole. This should give the weight of what 
passes both sieves, but some of the cement is lost in the pro- 
cess, passing off into the air in the shape of dust, so that the 
residue only which is heavy and coarse, and not liable to be 
blown away, should be taken into account in determining the 
percentage of fineness, the total amount being divided into the 
difference of the whole and residue remaining. The sieves 
used in these experiments were of Riehle's. manufacture. 

RESULTS OF EXPERIMENTS WITH CONCLUSIONS. 

The following gives the brands and corresponding numbers 
used: 

TABLE I. 



N 


0. 


Brand 




Class. 


Address. 


No. 


1. 

2. 

3- 

4- 

5- 
6. 

7- 
8. 

9- 
10. 

11. 

13- 
14. 

16. 
17- 


Milwaukee .... 




Natural. 

Portland. 

Natural. 

Portland. 

Portland. 

Natural. 

Natural. 

Portland. 

Portland. 

Portland. 

Portland. 

Portland. 

Natural. 

Natural. 

Portland. 

Portland. 


Milwaukee, Wis. 


No. 
No. 


K. B. & S. 

Louisville 


London Eng. 
Louisville, Ky. 
Warners, N. V. 
Gray's Essex, Eng. 
New York State. 
New York State. 
London, En». 


No. 
No. 
No. 
No. 
No. 


Empire (Lond'n 
Gibb's (Diam'd 

Rosendale 

F. O. Norton. . . 
Burnham's 


Brand) 
Brand) 


No. 


Fewer's. 




Germany. 
Bellefoniaine, O. 


No. 


Buckeye 




No. 
No. 
No. 
No. 
No. 
No. 


Millen's Patent 
Utica Black Ball 
Hoffman's Rosei 
South Bend Cem 


ndale. . 
entCo. 


Antwerp, Belgium. 
Warners, N. Y. 
La Salle, 111. 
Kingston, N. Y. 
South Bend, Ind. 
Warners, N. Y. 
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WATER HARDENED BRIQUETTES. 

Table 2 gives the results obtained by the breaking of about 
2,200 hand made briquettes after the expiration of six months 
time. Excluding those of No. 10, of which only a few were 
broken, each of the figures is the average strain withstood by 
about 24 water hardened specimens. 

TABLE II. 









Unsifted Cement. 






Sifted Cement. 




Numb 


ER. 






















of 






















Cement. 


Neat. 


1 part 


2 parts 


3 parts 


4 parts 


Neat. 


1 part 


2 parts 


3 parts 


4 parts 








sand. 


sand. 


sand. 


sand, 




sand. 


sand. 


sand. 


sand. 


No. 


I. 


333 


222 


186 


158 


*34 


3l6 


229 


207 


177 


155 


No. 


2. 


623 


443 


279 


189 


1 bo 


553 


474 


342 


272 


206 


No. 


3- 


3 2 5 


253 


156 


J 43 


IOI 


256 


228 


165 


I50 


96 


No. 


4- 


518 


335 


276 


214 


163 


45o 


420 


336 


269 


242 


No. 


5- 


609 


442 


296 


238 


i75 


539 


476 


360 


28t 


228 


No. 


6. 


362 


237 


178 


132 


121 


334 


256 


204 


152 


131 


No. 


7- 


35° 


265 


221 


166 


H5 


316 


259 


218 


189 


151 


No. 


8. 


576 


373 


273 


204 


165 


5i8 


455 


344 


250 


2lO 


No. 


9- 


553 


447 


363 


285 


230 


559 


529 


394 


313 


235 


No. 


10. 


669 










628 


409 


240 


215 


130 



As before stated, all proportions of sand and cement were 
taken by weight. This will account for the difference of 
these results from those usually obtained. The advantage of 
this method of proportioning is that the proportion can be 
more exactly made, but since in practice all is done by volume, 
it mav be better to discard this method. 

A series of rough experiments show that the average 
weight of a cubic centimeter of artificial cement dry and 
pressed down was 136 milligrams, while that of natural ce- 
ment was only 114 under the same conditions, and that of 
sand was 156. The ratio of weight to weight is 6 to 5, or in 
equal weights of both cements the volumes would be in the 
ratio of -J to \ . 

Taking the weights of unit volumes of natural and artificial 
cements and sand as 114, 136 and 156 respectively, as given 
above, the following table was computed, showing the per 
cent, of volume of cement in briquettes of different propor- 
tions of sand and cement: 
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TABLE III. 



CLASS. 


NEAT. 


I PART 
SAND. 


2 FARTS 
SAND. 


3 PARTS 
SAND. 


4 PARTS 
SAND. 


5 PARTS 
SAND. 


Portland 


IOO 
lOO 


57-7 
534 


4O.6 
3 6 4 


3i-5 
27.6 


25-5 
22.3 


2I.4 



It will be readily seen from this table that in briquettes of 
the same proportion of sand and cement, by weight, that there 
is more of the natural cement by volume than there is of the 
Portland cement. 

The apparently small difference between the breaking strain 
of four part sand briquettes of Portland and natural cements 
will be explained by the difference in weight, as compared 
with the volume of the two cements. Table III. shows that 
in a five part sand natural cement briquette there is very 
nearly the same amount of cement by volume as in a four 
part sand Portland cement briquette, so that in order to com- 
pare the relative strength for the same volume of cement we 
must compare either the neat of the Portland with that of the 
natural, or the four parts sand Portland with the five parts 
sand natural. 

Since the different cements of the same class are of differ- 
ent weight, the same difficulty is involved, and the only exact 
comparison can be made with the neat cement. It is also on 
account of the difference of weight that the strength of a 
heavier cement appears to decrease more rapidly with the 
addition of sand. For example, the strain withstood by 4 411 is 
163, while that withstood by 7* n is 145, but of No. 4 there is 
only 23 per cent, by volume, while of No. 7 there is 26 per 
cent, of cement in the briquettes. 

Table II. gives higher breaking -strains than are usually 
given, and this is accounted for by Table III., where it will be 
seen that the proportion of cement by volume in a briquette 
proportioned by weight is greater than in one proportioned by 
volume. Thus, in a four part sand natural cement briquette, 
the percentage by weight of cement is 20, while by volume it 
is 25.5, or it must be compared with a three part sand 
briquette in other tables where the volume is the basis of 
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proportioning. As a general rule, the strength of natural 
cement, when used with four parts sand, can be compared 
with Portland cement with three parts sand by weight, the 
difference by volume being slight. 

Taking all things into consideration, together with the fact 
that the test is not made on a given weight, but on a given 
volume, it would appear better to take the proportions of 
sand and cement by volume. 

According to the Trautwine, the average cost of Portland 
cement is $2.63 per barrel of about 400 pounds gross, or 380 
pounds net, or 7 cents per pound, while that of the natural 
cement is $1.21 per barrel of 300 pounds net, or 4 cents per 
pound. 

Table IV. gives the average breaking strains of the natural 
and Portland cements, No. 10 excepted, taken from Table II. 

TABLE IV. 





Unsifted. 


Sifted. 


Class. 


Neat. 


1 part 
sand. 


2parts 
sand. 


3parts 
sand. 


4parts 
sand. 


Neat. 


1 part 
sand. 


2parts 
sand. 


3parts 
sand. 


4 parts 
sand. 




342 
576 


244 
408 


185 
297 


J 5o 
226 


"5 
183 


305 

524 


243 
471 


199 

355 


167 
277 


144 

224 



The natural cement being only 83.8 per cent, as heavy as 
the Portland, the comparative cost of a given bulk of the two 
is in the ratio of .7 to .838 x .4 or .7 to .335. 

In order to attain the same strength with a natural cement 
as with a Portland, it is necessary to use a larger amount. 
Now the question is whether the same strength can be attained 
for the same cost. The amount that may be economically 
spent for natural cement to arrive at the same total strength 
may be found by comparing the strength and cost of unit 
volumes. In the case of neat unsifted cement the following 
proportion is had: 567 : .7 • • 342 :x, or the strength of the 
Portland is to the cost as the strength of the natural is to the 
amount that could be economically spent, or x equals .415, 
while the actual comparative cost is .335. From this it 
appears that it would be justifiable to spend 23.9 per cent. 
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more than it actually costs, or .4956 cents per pound to get 
the same total strength as from the Portland. In the following 
table the first column shows the proportions of sand and 
unsifted cement; the second, the amount actually spent for a 
unit volume of the natural; the third, the comparative amount 
that can be economically spent to arrive at the same strength 
as with Portland; the fourth, the percentage of increase over 
the cost, and the fifth, the number of cents per pound allow- 
able to spend. 

TABLE VI. 



I 


2 


3 


4 


5 


Neat. 


•335 


•415 


23-9 


.496 


1 part sand. 


•335 


.389 


16.1 


.464 


2 parts sand. 


•335 


•39i 


16.7 


.467 


3 parts sand. 


•335 


.407 


21.5 


.486 


4 parts sand. 


•335 


.41S 


24.2 


•497 



From this it would appear .that when the proportion of 
sand and cement is one to one, that either the comparative 
cost of Portland is the least or that of the natural is the most, 
but from other tables it will be seen that the latter is the case. 

Table VII. shows the strain a given bulk of cement will 
stand when united with different proportions of sand by 
weight. It was compiled from Tables II. and III., by divid- 
ing the strain actually withstood, in Table II., by the per- 
centage of cement in Table III., for corresponding groups of 
specimens. 

TABLE VII. 



Class. 


Unsifted. 


Sifted. 


Neat. 


z part 
sand. 


2parts 
sand. 


3parts 
sand. 


4parts 
sand. 


I 
Neat. 

305 
524 

58.2 


1 part 
sand. 


2parts 
sand. 


3parts 
sand. 


4parts 
sand. 




342 
576 


423 
764 


456 
816 


476 
819 


490 
820 


422 

88l 


490 

07 c 


53° 
100,1 


565 

ion; 






1 1 


Per cent, of strength of 
natural to Portland . . 


59-2 


55-3 


55-9 


58.I 


1 

59-7 I 

1 


47-9 


50.2 


52.8 


56-3 



This table shows that after the addition of one part sand 
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the rate of total increase of strength is comparatively small, 
being less in the Portland than in the natural. The percentage 
of breaking strain of the natural as compared with the Portland 
is least when the proportion of sand and cement is one to one, 
continually increasing both in the case of the sifted and the 
unsifted with the addition of sand until with four parts sand it 
is nearly the same as with the neat cements. The rate of 
increase of both the natural and Portland cement continually 
decreases with the addition of sand, arriving, in the. case of the 
Portland, at nearly the minimum when the proportion of sand 
and cement is two to one with the unsifted cement, and three 
to one with the sifted. In both the unsifted and the sifted the 
strength of the Portland increases more rapidly at first with 
the addition of sand than the natural, while at about the 
proportion of four to one of sand and cement the percentage 
of strength of natural to Portland is almost equal to that of the 
neat cements. 

The total strength of a given bulk of cement, as indicated in 
the table is greater with the sifted cement upon the addition of 
sand because of the larger amount of active material in the 
cement, the residue caught on the sieves being perfectly inert 
and acting as so much sand. The fact that a portion of the 
unsifted cement is inert, does not, however, explain the fact 
that the percentage of strength of natural to Portland when 
sifted, is less than when unsifted. Table VII. also shows that, 
taking the sifted neat as composed almost wholly of active 
particles, that the strength at first increases rapidly with the 
amount of sand or inactive material added, overcoming the 
tendency to an increased strength due to a larger amount of 
active material, up to and even above the point where the grit 
is from zero to 25 per cent, of the active material, or in other 
words, that the unsifted cement having a percentage of fine- 
ness of from zero to 25 and consequently less active material, 
is stronger than the same bulk of sifted cement with zero to 
25 per cent, more active material. The fact that the natural 
cement contains, on an average, 2.5 per cent more grit, 
explains its higher percentage of strength as compared with 
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the Portland in the unsifted specimens, because, taking the 
sifted cement as active, and since the strength increases with 
the amount of grit within limits more rapidly than with the 
amount of active material added, the strength of the former 
increases more than that of the latter from one to two per cent. 
In using sand and cement, it is necessary to have the cement 
finely ground in order that each individual grain of sand may 
be covered with a layer of cement to cause a firm bond of 
union. Fine grinding produces a lighter cement, reduces the 
percentage of fineness, increases the amount of active material 
for a given weight, and allows a more perfect intermixing of 
sand and cement. Experiments go to show that as a rule, the 
heavier the cement, the degree of fineness being the same, the 
stronger it is, so that either the degree of fineness and the 
weight per bushel, the weight per bushel and the strength, or 
the degree of fineness and the strength may be specified, and 
the cement filling the specifications will be satisfactory in most 
cases. Buyers should insist on fine grinding as more active 
material is purchased for the money and with this, insist on a 
strength with neat sifted cement. The results show that the 
strength of specimens of neat cement of the same brand dimin- 
ishes with the percentage of fineness. 

PERCENTAGE OF FINENESS. 



Number. 


50 Sieve. 


100 Sieve. 


No. 1 


95-75 

95-i 
84.6 

899 

90.5 

86.55 

92.95 

9i-55 

98-71 

99-25 

98.4 

87. 

93-4 

95.15 


87.65 

84-5 

77-4 
77.2 

81.8 


No. 2 




No. 4 


No. 5 


No. 6 


78.3 
87.1 

78.8 

93-2 

95-7 
88.6 


No. 7 


No. 8 








No. 14 


77-3 
84.3 
85-85 









Examination of Table II. shows that the strength, as a rule, 
decreases in the following order: n, s, Is, In, 2s, 2n, 3s, 3n, 4s, 
4n; and all conclusions drawn from those following Table II. 
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will apply to Table II. and to the individual results. Individual 
specimens show great variations in strength and cannot be 
trusted to give good results when taken alone, but rather the 
mean of many specimens must be taken. 

An examination of the books showing the breaking strains 
of the individual specimens shows that many do not break in 
the minimum section, and that, as a general rule, those that 
broke in a larger section withstood a strain greater in propor- 
tion to the increase of section. Some cements make a point 
of breaking in other than the minimum section. At sight it 
might be supposed that on account of this fact the strain 
recorded was too great, but rather the strain recorded is too 
small, because the specimen did not break at the smallest, and 
hence the weakest, portion, but at a larger section because of 
the pressure of the clips. Nearly 25 per cent, break along a 
line connecting the points of contact of the clips, some cements 
being more apt to break here than others. As an example, 
out of 148 machine made briquettes of No. 11 103 broke 
along this line, while of 120 of No. 16 only 28 broke in other 
than the minimum section, or 70 per cent, of No. 11 to less 
than 22 per cent, of No. 16. Both were neat, unsifted Portland 
cements. 

Diagrams. — The results of the tests are shown in the 
diagrams. There is a separate diagram for each brand of 
cement tested, the breaking strain of the briquettes hardened 
in air as in the original, being indicated by a dotted curve. 
The marked dots also belong to the dry cement. The brand, 
number, place of manufacture, class and percentage of fineness 
is also indicated on the diagram. The breaking strains of 
some of the individual specimens are indicated also. That of 
specimens hardened in water are shown by open circles of a 
larger diameter than of the black " average dots." The break- 
ing strains of the air hardened specimens are shown by the 
circles with a cross within them. Only the individual speci- 
mens showing a greater strain than the average are thus 
indicated, and, of course, a circle, which in some cases appears 
as a dot, when below a line, does not belong to that line. The 
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dots occur only at 1 week, 4 weeks, near 13 and 26 weeks 
and nowhere else, and this will help to distinguish dots and 
circles. The circles are of slightly larger diameter also. 
The greatest difficulty is with the diagrams of Nos. 6 and 15. 
The large black dots averaging about 75 pounds above the 
dotted line in No. 6 are supposed to be crossed circles. All 
in No. 15 should be crossed. One diagram, as marked, shows 
the average breaking strain of the Portland and natural cements 
tested, hardened in water. A good idea of the effect of time 
on the different brands of cement will be obtained from the 
careful study of the diagrams. Perhaps the first thing that 
strikes the observer is the irregularity of the curves, but a 
general curve can be easily traced, the cut balancing the fill, 
thus giving a regular curve. Since specimens broken on the 
same day vary greatly, and since the increase of strength due 
to one week's time is not a great deal, irregularity is to be 
expected, but as is seen in the diagram showing the average 
of all of each class, the irregularity is done away with largely, 
because of the greater number of specimens entering into the 
averages. 

These experiments are of especial value in showing the 
effect of time as w r ell as the strength. 

TABLE IX. 
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Per Ce 
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1 week. 


84 


82 


260 


362 


134 


102 


410 


459 


516 


398 


III 


307 


387 


IO3 






1 week to i mo. 


41 


33 


130 


102 


27 


68 


76 


148 


126 


114 


J 20 


135 


119 


57 


30-7 


55-3 


1 week to 3 mo. 


174 


78 


251 


274 


251 


285 


249 


354 


192 


282 


237 


221 


261 


204 


67.2 


189. 


1 week to 6 mo. 


262 


282 


353 


34i 


305 


339 




386 


265 


371 


245 




355 


252 


91.7 


244.6 


1 mo. to 3 mo. 


133 


45 


121 


172 


224 


217 


173 


206 


66 


168 


117 


86 


142 


147 


28.1 


91.9 


1 mo. to 6 mo. 


221 


249 


223 


239 


278 


271 




238 


139 


257 


125 




236 


*95 


46.6 


121. 9 


3 mo. to 6 mo. 1 


88 


204 


102 


67 


54 


54 




32 


73 


89 


8 




94 


48 


14-5 


15.6 



The gain in pounds in any cement from any one of the four 
dates to any other may be seen. The " average " columns were 
taken from the averages of the strains of natural and Portland 
cements and the per cent, columns give the percentage of the 
increase of strength between the times indicated, being calcu- 
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lated by combining the absolute strength with the increase of 
strength indicated in the "average" columns. The first line 
gives the actual breaking strain in pounds at the expiration of 
one week. From this it is seen that the natural cements, 
Nos. 1 and 3, are considerably below the average at this age, 
and that below three months, the increase is less, but from 
three to six months, the increase is more rapid than that of 
the average, being very apparent in the case of No. 3. Nos. 
6, 7, and 14 are above the average, and the curves lie very 
near together. Of the Portland cements, No. 11 is noticeable 
on account of the rapidity with which it attains its strength, 
reaching 516 pounds in seven days. Of course, the increase 
after this spurt is less than that of the average. No. 10 
appears to increase but little after three months, but attains a 
high strength before that time, the strength being way above 
the average. No. 13 with an initial strength at the end of 
the first week a little above the average increases at a rate 
considerably above it. Nos. 4, 5, and 16 are below the aver- 
age, both in the point of initial and increase of strength. 
It will be noticed that all the natural cements and all of the 
Portland show nearly the same increase of strength, the Port- 
land increasing more rapidly than the natural. The actual 
difference between the strength of Portland and natural is at 
the end of — 



One week, . 


. . 284 pounds 


One month, . 


. • 346 " 


Three months, . 


- 34 1 " 


Six months, . 


- • 387 " 


Average, . . 


- 337 " 



After one month the increase of strength is very nearly the 
same for the average of both natural and Portland, and for the # 
individual brands entering into the averages, so that a month 
test would give a very nearly correct idea of the comparative 
strength of the different brands up to six months. Thus when 
a set of specimens is broken after one month, the breaking 
strain for three and six months may be very approximately 
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determined by adding the mean of the increase of average 
strength given, or 145 pounds and 215 pounds respectively to 
the breaking strain at one month. The table showing the 
per cent, of increase is apt to give the impression that the 
natural increases more rapidly than the Portland, but when it 
is remembered that the absolute strength of the natural at six 
months is about one-half that of the Portland, it will be readily 
seen that although the per cent, of increase is greater the 
actual increase is not. All experiments carried on elsewhere 
go to show that the Portland increases in strength after six 
months and more rapidly than the natural. 

The percentage of strength of natural to Portland is at — 

TABLE X. 

One week, 26.6 % 

One month, 31.6 % 

Three months, .... 47.4 % 

Six months, 47.3 °J 

Hand made, six months, . 59.3 % 

Air Hardened Briquettes. — The dotted broken line on the 
diagrams shows the increase of strength with time in the same 
manner as the full line shows the strength of the "wet" 
specimens. 

Perhaps the first thing that engages the attention is the 
irregularity of the breaking strains. Some cements attain a 
certain strength in a very short time and weaken with age, 
while others act more in the manner of the water hardened 
specimens. The dry briquettes harden more rapidly than the 
wet ones, but ultimately attain much less strength. Natural 
cement briquettes, hardened in air, reach a greater strength 
than those hardened in water, and usually hold it for about 
three months, but after that time the latter is the stronger. 

For the first three or four days after the immersion of the 
briquettes the Portland cement hardened in air seems to hold 
the supremacy in the point of strength, but it soon loses it. 

Table XII. gives the average breaking strains of the natural 
and Portland cements of the groups of five and ten mentioned 
in the scheme, at — 
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TABLE XII. 



Tim p 


Natural. 


Portland. 




In air. 


In water. 


In air. 


In water. 


i week. 
i month. 
3 months. 
6 months. 


1 66 

275 
33o 
3H 


103 
160 

307 

355 


313 ' 

448 

4 6 3 
536 


3S7 
S06 

648 

74 2 



From this table it will be seen that the natural cement 
hardened in air seems to lose its strength after three months. 
The drop in strength from 340 to 314 is partially due to the 
fact that at the age of three months No. 3 (Diagram No. 3) 
possessed an abnormal strength, but since there was no fault 
to find with the specimens broken, the results obtained from 
their breaking could not be thrown out just because of their 
strength. The diagram of No. 3 will also show the actual 
difference between the breaking strains of these five and of 
those composing the curve. But the fault does not lie wholly 
in No. 3, for Nos. 14 and 15 of the natural cements also lose 
a strength once attained. Although the average strength of 
the Portland cement increases with age, Portland cements Nos. 
4, 5, and 13 lose strength with age. The following table 
corresponds to Table IX. for the water hardened specimens, 
and shows the increase of strength of specimens hardened in 
air from — 

TABLE XIII. 



Time. 


O 

z 

120 

123 

353 

97 

230 

26 
256 


■*■ 


Z 

209 

177 

81 

34o 

96 

163 

259 


O 
Z 

265 

269 

171 

243 

98 

26 

72 



Z 

120 
90 

135 
241 

45 
15' 
106 


O 

z 

204 

116 

126 

161 

10 

45 
35 


CO 


Z 

384 
24 
182 
208 
158 
184 
26 


CO 



z 

280 

221 
140 
2l6 

'\ 

76 


M 
O 

Z 

164 

24 

194 

151 
170 
127 

43 


M 

c 
Z 

223 
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43 
157 


O 

z 

381 

II 

221 
2IO 


M 
O 

z 

358 

93 
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bfi 
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-(2 

c 

B 

43-i 

47-9 
71.2 

3-3 
19.6 
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. v 

C C< • 
w J! C4 

^ «jZ 


1 week. 

1 week to i month. 
1 week to 3 months. 
1 week to 6 months. 
1 month to 3 months. 
1 month to 6 months. 
3 months to 6 months. 


3*3 
135 
150 
223 

15 
88 

73 


166 
109 
170 
148 
61 

39 
22 


65-7 
IO2.4 

89.I 

22.2 

14.2 

6-5 



The percentage of increase for both natural and Portland 
is greater for the period, one week to one month, in the air 
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hardened specimens than in the water hardened, the percent- 
age of increase of the water hardened being considerably 
more after one month. The greater part of the ultimate 
strength of the air hardened cement is gained during the first 
month, although the Portland cement does gain about 20 per 
cent, more strength during the following five months. The 
actual difference between the strength of natural and Portland 
cements hardened in air is at — 

One week, 147 

One month, 173 

Three months, 127 

Six months, 222 

Average, 167 

Since the average difference between the strength of natural 
and Portland cements hardened in air is only 167 pounds while 
that between those hardened in water is 337 pounds, it is seen 
that Portland cement has not the qualities for hardening in air 
that makes it so valuable as a water hardening cement, the 
strength of the natural cement hardened in air and water 
being very nearly the same. The percentage of strength of 
natural to Portland is at — 

TABLE XIV. 

One week, 53. % 

One month, 61.4 % 

Three months, .... 72.6 % 

Six months, . . . . . 58.6 % 

These percentages compared with those in Table X. also 
show that the difference of strength between the natural and 
Portland cements is less in the air hardened for the first three 
months, being nearly the same at six months. 

As in the specimens hardened in water, the month's test 
may be considered as given a fairly good comparative test, 
but since the breaking strains of the individual specimens as 
well as those of the average are so irregular, tests of air 
hardened cements are not of much practical value. The 
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range of the breaking strains of specimens of the same cement 
broken on the same day is very often over 300 pounds. The 
following table gives the percentage of water, temperature of 
the mixing room, and the remarks on the setting as taken 
from the headings in the record book. 

TABLE XV. 



No. 



No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 
No. 



1 

3 

4 

5 
6 

7 
8 

10 

11 

l 3 

H 

15 
16 



No. 17 



Brand. 



Milwaukee ! 

Louisville 

Empire (London). . . . 

Gibb's Portland 

Rosendale 

F. O. Norton's 

Burham's Portland . . 

Buckeye 

Josson & Co.'s Port.. 

Millen's Patent 

Utica Black Ball 

Hoffman's Rosendale. 
South Bend Cem. Co. 

Empire 



Pr. ct. of 
Water. 


Temp. 


3 -I.8 


70° 


26.8 


62° 


25-4 


63 


21.4 


65 ° 


25 


69 


30 


67 ° 


22.5 


70 


26.25 


68° 


23-I25 


73° 


21.5 


65° 


33-75 


69 ° 


32.5 


67 • 


27-45 


63° 


30 


79° 



Remarks. 



Quick setting for Portland Cement. 



Tern, rises slightly on addition of 
water. Quick setting for Portland. 

Tern, rises slightly on addition of 
water. 



The time required for setting varies with the cement, the 
Portland as a rule, requiring more time. A good cement 
should not heat on the addition of water nor should it swell 
in the least. 

The amount of water used was such that when the pressure 
was applied, no water was forced out of the machine, but still 
large enough to moisten perfectly every particle of cement. 
The advantage of recording the percentage of water is that 
when mixing another batch, it is only neccessary to observe 
what percentage was used before to get the proper amount. 

The temperature of the tank and mixing room was very 
nearly constant, ranging only from 62 ° in mid winter to 79 
in the hottest part of July. The temperature of the water 
was about eight degrees below that of the rooms. 

The natural cements may have almost any color from the 
very light straw colored Utica through the brown Louisville, 
to chocolate Rosendale. The Portland cements are usually a 
grayish blue or green, but never chocolate colored. 
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The following gives the strength of both hand and machine 
made briquettes of neat unsifted cement each broken at the 
age of six months: 



Cement. 



No. 1 
No. 3 
No. 4, 
No. 5. 
No. 6. 
No. 7. 



Hand Made. 


Machine. 


333 


34 6 


3 2 5 


364 


5i8 


613 


609 


703 


362 


439 


35o 


44i 



The above are only numbers that were tested in both cases 
at this age. 

It will be noticed that the machine made briquettes stand a 
greater strain than the hand made. This is due, among 
other things, to the increase of pressure in forcing the cement 
in the molds, and to the small amount of water used in the 
construction of machine made briquettes. It might be reasoned 
that because of the greater strength of machine made bri- 
quettes that the comparative test is not a fair one because the 
strength of the Portland cement is increased more than that of 
the natural. This, however, is a false deduction. The per- 
centage of increase is nearly the same on an average. One 
reason that the difference in strength between machine and 
hand made briquettes of Portland cement is greater than that 
of the natural cements may be due to the fact that the natural 
cement, setting more rapidly, did not receive all the patting 
that the Portland cement did — a temptation that the students 
found it impossible to resist. The Portland cement was 
removed from the mold before the initial set was as perfect as 
was the case with the natural cements, and experiments car- 
ried on at the Lake Tunnel Office in Chicago, show that the 
length of time the briquette is allowed to stand in the mold 
affects the breaking strain, increasing with the degree of initial 
set before removing. Machine made briquettes being forced 
into the mold under considerable pressure are removed 
immediately, which it is impossible to do with hand made, 
and none of the setting takes place in the mold, and all are 
treated alike. Hubert Remley, '90. 
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" SALT IN CEMENT MORTAR, 169 

No. 2. 

Abstract from the Graduating Thesis of M. I. 
Powers, '91, Engineering Department, State 

University of Iowa. 

fresh and salt water in cement mortar. 

The variance in the results of recent experiments and the 
conclusions and results announced in text-books and earlier 
engineering papers as regards the relative effect of fresh and 
salt water upon the strength of cement mortar led the writer 
to make tests upon the subject the subject of a thesis. The 
tests were begun in February, and were limited to thirteen 
weeks. Since acquiring the results and making the diagrams 
it would be a source of much satisfaction to be able to 
continue the tests longer, which is impossible, however, all of 
the allotted time having been fully taken up. 

In the following tests, seven brands of cement were used 
(see following tables), three of which were Portland and four 
natural cements. Five hundred briquettes were made of each 
different brand of cement as follows: two hundred w T ith fresh 
water, two hundred with salt water (3 per cent, salt), and one 
hundred with 10 per cent, solution of salt water. Fifteen 
briquettes of each kind were broken at the interval of every 
week from the time they w r ere made for a period of thirteen 
weeks, excepting those made with a 10 per cent, solution, 
which lasted but seven weeks. In making the briquettes, the 
cement was first carefully weighed in small batches, from 
fifteen to twenty pounds, depending upon the rapidity with 
which the cement set, and placed in a large galvanized iron 
mixing basin. The water was also carefully weighed and 
added, the minimum amount being used that would thor- 
oughly mix the cement. The exact percentage of water used 
may be seen in the following tables. The cement was thor- 
oughly mixed by hand. Experiments were made looking 
toward a machine mixer, but none were found to give as good 
satisfaction as hand mixing. Experiments with a pug machine, 
on the sami principle as that described by Mr. A. Bent 
Russell, C. E., in the Engineering News of January 3, 1891, 
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and used by the St. Louis waterworks extension with alleged 
good results, showed the cement to be rolled up in small 
balls or lumps after shaking. 

Satisfactory results may be obtained with a small quantity 
of cement, sufficient for one briquette, but where the briquettes 
are machine made, and a considerable quantity of cement 
required at each mixing, the results are not as good as could 
be desired. After mixing, the cement was molded into 
briquettes by the machine designed last year by Professor 
Jameson for that purpose, and described in The Transit, 
Number 2, and the Engineering News of February 7, 1891. 
This machine gives a pressure of 150 to 175 pounds per 
square inch, which aids in reducing the amount of water to a 
minimum. When made, the briquettes were placed in a 
galvanized iron pan, and covered with a damp cloth for 
twenty-four hours, and at the end of this time immersed in 
water in similar pans; those made with fresh water immersed 
in fresh water, and those made with 3 and 10 per cent, 
solutions of salt water immersed in 3 and 10 per cent, solu- 
tions respectively. The temperature of the laboratory and 
tank rooms was kept at a constant temperature from 6o° 
to 65°. 

The average breaking strain of the fifteen briquettes broken 
each week was taken as the breaking, strain of that cement, 
for that week, and the tables and diagrams made from these 
strains. They were tested with a Rieh'e Bros, standard 
cement testing machine, with the addition of rubber buffer 
clips, which gave the breakage of fully 90 per cent, of the 
briquettes at the minimum section. 

TABLE NO. I. 



No. 


Brand. 


Kind. 


Per. Ct. 
Water. 


No. Briq. 
per lb. 


Address. 


I. 

2. 

3- 

4- 

5- 
6. 

7- 


Utica Black Ball 

Gibbs' Portland 

Milwaukee 


Natural. 

Portland. 

Natural. 

Portland. 

Natural. 

Natural. 

Portland. 


22.3 
15.6 
20.8 
16.6 
24.I 
20.0 
19.2 


3-4 

3-8 

4-8 

3-6 

49 
4.1 

37 


La Salle, 111. 
Grays Essex Eng. 
vjilwaukee, Wis. 


Utica J. Clark 


Beilefontaine, O. 
Utica, N. Y. 


Hoffman Rosendale. . . . 
South Bend Cement. . . . 


Kingston, N. Y. 
South Bend, Ind. 
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Table No. I. shows the name and character of the cement, 
the percentage of water used in mixing, the number of 
briquettes made to each pound of cement, and the addresses 
of the several cement firms. The diagrams show the average, 
breaking results for each week, for each kind of cement with 
fresh and salt water solutions, and from these it will be seen 
that salt water increases the strength of cements considerably 
at first, but does not seem to continue the strength, at least 
not with the same percentage of increase as at first, as the 
cement mortar grows older. By looking at the diagrams, it 
will be noticed that the line representing the averages of salt 
water breakages, drops below the fresh water line in some of 
the cements during the last two or three weeks. Here it 
would be interesting to continue the tests further in order to 
see if this drop is a permanent one, or whether it is due 
simply to some irregularity in the cement, which latter is rather 
improbable. One significant fact is obtained from the tables 
and diagrams, namely, that the considerable percentage of 
increase in strength shown at first by the use of salt water 
does not continue the same with increasing age. 

Briquettes mixed with a 10 per cent, solution of salt water 
were stronger in every case at first with the natural cements 
than those made with a 3 per cent, solution, while the Portland 
cements, with one exception, were weaker. From this and 
the diagrams showing the averages of Portland and natural 
cements with salt and fresh water, it will be seen that the 
effect of salt water upon Portland and natural cements is 
noticeably different. 

In the Engineering News, of December 20th, 1890, is a 
statement of tests which were made by Mr. John Gartland, 
at Governor's Island, New York Harbor. These tests were 
made for the purpose of comparing the relative strengths of 
cement mortar when mixed with fresh and with salt water. 
From the results of his tests the conclusion is stated that the 
permanent gain in strength in Rosendale cements due to the 
use of salt water was about 20 per cent., and in the case of 
Portland cement not less- than 10 per cent, permanent gain; 
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2,531 briquettes were broken and fifteen different brands of 
cement were used. In the tests which form the subject of 
this paper, seven different brands of cement were used and 
.3,500 briquettes broken, thus giving a much larger number of 
tests for averages than were used in the New r York Harbor 
tests. In the former tests, the gain at first in both natural and 
Portland cements, taking the averages of the several brands 
of both, was about 30 per cent., but in the third month in both 
and in the second month with the natural cements, the gain 
becomes a minus quantity and the cements become weaker 
than tho>se mixed with fresh water. Here too, the results, as 
shown by table III., are sufficiently uniform to show that the 
variation can scarcely be credited to irregularities in the 
cements in testing. 

There can be no doubt that cement mixed with sea water 
gains considerably in strength during the first few weeks, but 
that it does not hold out, is clearly proved by these results 
from the Cement Testing Laboratories of the University. 

TABLE NO. III. 



Natu <al Cements. 



Portland Cements. 



1/5 


Average 


Average 


Per cent. Average 


Average 


Average of Per. cent. Average 


III 


Fresh Water 


Salt Water 


Gain in Strength 


Fresh Water 


Salt Water [Gain in Strength 


£ 


Tests. 


3 Per Cent. 


of Salt over Fresh. 


Tests. 


3 Per Cent. 


of Salt over Fresh. 


I 


86.7 


IO39 


1 

20 : 


331-9 


406.7 


22 


2 


IO4.O 


J 35-4 


30 


350-4 


506.7 


33 


3 


1 18.5 


152.7 


28 


376.7 


509.O 


35 


4 


H3-o 


*33-i , 


7 


403.I 


550-9 


36 


5 


154-5 


1 70. 1 


10 ; 


492.4 


53 * -7 


8 


6 


180.2 


195-3 


s ! 


443-5 


487.9 


10 


7 


199.7 


189.2 


5 ! 


508.0 


5i5-o 


1 


8 


200.9 


207.3 


3 1 


5i3-o 


564.6 


10 


9 


221.8 


213.4 


3 


532.9 


540.0 


1 


10 


2335 


216.7 


8 


624.1 


543- 6 


3 


11 


262.7 


247.9 


2 


568.2 


584-3 


3 


12 


271.2 


247.8 


9 


582.3 


355 3 


5 


13 


279-5 


260.3 


7 


578.1 


542.6 


6 



The gain also seems to be greater and more permanent 
with the Portland than with the natural cements. 

The effects of using a 10 per cent, seem not so good as with 
a 3 per cent, solution. The tests were not carried out for the 
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full thirteen weeks, and cannot be directly compared. The 
preceding tables give the average breaking strains of natural 
and Portland cements, with fresh and salt water, and the per 
cent, of average gain of salt over fresh water. 

With those of fresh and salt water, the relative strength for 
the seven weeks tested can be seen from the tables and 
diagrams. 

Valuable results might, no doubt, be obtained by a study of 
the chemical analysis of the different brands of cement in 
connection with the effect of salt water upon the same. 
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No. 3. 

Hot Tests of Cement — Abstract from the Graduating 

Thesis of Frank Woolston, '94, Engineering 

Department, State University of Iowa. 

The cements used in making these tests were purchased on 
the Chicago market by Musser & Co., of Iowa City. No 
mention was made at the time of purchasing that they were to 
be used for testing. 

The briquettes were made in the Jameson Briquette Ma- 
chine. The cement was used neat and unsifted, in the condi- 
tion that it was taken from the barrel. As small amount of 
water as possible was used. The actual amount will be 
found in Table II. After being made, the briquettes were 
placed in galvanized iron pans and covered with a very damp 
cloth for twenty-four hours. At the end of twenty-four hours 
one-half the briquettes were placed in the hot water bath and 
the other half in a cold water bath. The water was changed 
every twenty-four hours. The hot water bath was kept at a 
constant temperature of 200 Fah. by means of a gas stove 
and a water jacket. 

The briquettes were broken every twenty-four hours for 
one week, and then every week until a total of ninety days 
had expired from the time of immersion. Ten briquettes from 
the hot bath and ten from the cold bath were broken each 
time, and the breaking strains shown in the diagram are the 
average of these ten. 

A chemical analysis of Dyckerhoff, Germania, South Bend, 
Buckeye, and Louisville was made by Mr. Earl Durfee, a 
student in advanced chemistry. This work was done under the 
supervision of Dr. L. W. Andrews, Professor of Chemistry.* 



*The method of analysis is given in full in the thesis, but omitted here. 
The student is referred to the article by Dr. Andrews, page 91. 
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I. 

II. 

III. 

IV. 
V. 



CHEMICAL ANALYSIS. 

Dyckerhoff, .... German Portland. 



Germania, 
South Bend, 
Buckeye, . 
Louisville, . 



German Portland. 
American Portland. 
American Portland. 
American Natural. 



Sil., 

Cal. ox., 
Fr. ox., 
Al. ox., 
Mg. ox., 



I 
20.25 

S8.03 

4-°3 
12.39 

•74 



II 

22.36 
64.38 

4- J 5 
2.83 

1.87 



III 
19.26 
60.25 

3-39 

M-54 
Trace 



IV 
20.80 

57.82 
4.64 

12.31 
4.84 



V 

18.92 

46.90 

1.91 

11.02 

•97 



By an examination of the analyses, we find that III. has an 
excess of free lime and aluminum oxide. The free lime is 
plainly visible in the shape of large white specks. This 
cement cracked badly in setting when in the "hot test" room 
of the laboratory, which had a very moist temperature of about 
8o° Fah. 

By placing the briquettes of this cement in a cool, dry place 
it set in twenty-four hours so that four briquettes attained the 
following breaking strength in twenty-four hours without 
signs of cracking: 147, 172, 98, and 115 pounds. 

The briquettes immersed in the cold water bath showed 
signs of cracking in twenty-four hours, and in three weeks' 
time went to pieces, after having swelled to one and one-half 
their original size. The briquettes placed in hot water went 
to pieces entirely in one hour. 

The barrel with what cement remained in it was then 
moved into the "hot test" room; temperature, 8o°, and very 
moist. The cement soon swelled until the hoops were broken. 

The first setting of this cement was so rapid that it was 
with difficulty the briquettes were made. No. IV. seemed to 
be the reverse of No. III. It was found to be almost impossible 
to make briquettes with it on account of its almost total lack 
of cementitious qualities. Some of it was mixed with water 
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and placed on a glass plate. It simply dried out without 
showing any cementing qualities. 

Briquettes, after twenty-four hours under a damp cloth, 
were placed in a dry, cool room; temperature, 65 ° Fah. 
Could be easily crushed by the hand at the end of two weeks. 
Some that was used neat, as plaster in the laboratory, had 
about the consistency of sand at the end of three weeks. 

This cement is shown to have had an excess of magnesium 
oxide, and a slight excess of ferric oxide, with a specific gravity 
lower than the other Portland cements. Both companies were 
notified of the results. 

Diagrams. — In the diagrams, the dotted lines show the 
results of the "cold water" tests, and the full line the results 
of the "hot zvater" tests. 

By reference to these diagrams, we find that with the best 
Portland cements tested, such as I. and II., there is but little 
difference between the "hot" and "cold" tests, as the two 
lines cross and recross. This would show that the effect of 
the "hot" test was very slight upon either of these cements. 

In the case of II. the earlier strength of the " hot " tests was 
even less than in the "cold" and at seventy-six days the 
strength of the "hot" tests exceed that of the "cold" tests. 

In I. the "hot" test is the weaker at the end of two weeks 
but at sixty-two days nearly equals the maximum reached by 
the "cold" test. 

The Mankato cement (natural) shows an even, uniform 
increase. The "hot" rising somewhat faster at first but the 
"cold" steadily increasing until at the end of ninety days the 
two lines are but a few pounds apart. 

At two weeks the Mankato briquettes showed slight checks 
but the strength was not effected and the checks did not 
increase. 

Louisville (V.) shows a much more marked difference, the 
"hot" increasing rapidly in strength during the earlier stages. 
The "cold" show a uniform increase and the two lines would 
probably have crossed had the time been extended. At the 
end of seven days the "hot" test showed the same strength as 
the " cold " at the end of seven weeks. 
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The Milwaukee cement (natural) exhibits a marked differ- 
ence of behavior in the two tests. In the "hot" test the 
strength increases rapidly during the earlier stages and then 
decreases until at the end of six weeks the briquettes are so 
weak. as to make it impossible to test them, although at the 
end of ninety-seven days they are still intact. The increase 
in size is very marked. The briquettes in cold water grad- 
ually and continuously increase in strength. 

In the mixing of the briquettes of the Milwaukee cement 
an excess of water was used, and it is to be regretted that the 
cement was not analyzed in order to ascertain if any of its 
constitutents could account for its failure under the "hot" test 
at such a late day. 

Conclusions. — We rind that the cements that show the best 
results under the " cold" tests, give practically the same results 
under the "hot" tests; there being no marked difference 
between the two lines at anv time. Numbers I. and II. show . 
very little differences and these differences constantly changing. 

The strength of the natural cements is very much hastened 
during the earlier stages by the "hot" test but there is a 
gradual increase in the "cold" test that sooner or later makes 
the lines cross. 

Some exceedingly faulty cements are exposed at once by 
the " hot" test as some of those, that were tested, were reduced 
to a lifeless powder after one hour in the hot water, and these 
same cements stood the ordinary twenty-eight day test well. 

From the results obtained we may infer that no thoroughly 
good cement need fear the "hot" test. The strength of the 
briquettes may not reach the maximum of those reached by 
the "cold" tests but they will approximate them. 

Cements that contain an excess of free lime will not stand 
the "hot" tests, and when but a limited time is possible for 
the testing the " hot" test has every advantage over the "cold." 
In the case of the Louisville and the Milwaukee results were 
reached in one week by the "hot" test that exceeded those 
reached by the "cold ".tests in over seven weeks. 
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TABLE II. 





in 

IA 

V • 


1* • 






5 > 


rt t> 






c.« 


* s 




Cement. 


er cent, fi 
oo mesh s 


cent, 
lb. ce 


Remarks. 




3 
u 0- 






Oh ~ 






Dyckerhoff. 


91.8 


120 


Residue dark, sharp, and heavy. 


Germania . . 


90.6 


140 


" light colored, soft and light. 


Milwaukee . 


79-7 


162 


" " " sharp, and coarse. 


Louisville. . 


72.8 


190 


" color as cement, sharp, coarse, heavy. 


Mankato . . . 


76.7 


1.S6 


" medium weight with dark specks. " 


South Bend. 


91.7 


118 


" dark, sharp, heavy, with white specks. 


Buckeye . . . 


84.6 




" soft, light, and fine. 
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A. 

Abrasion, * 65 
Adhesion, 62. 

Adulteration, detection of, 95 
Aggregate, 116 

— gravel, 116 

— machine broken, 117 

— requisites for good, 114. 

— reduction, 115. 

— screening, 115. 

— size of, 115. 
Artificial Stone, 132. 

— — Frear, 136. 

— — McMurtie, 136. 

— — Ransom, 136. 

— — Sorel, 137. 

— — Victoria, 135. 
Allentown, 14. 
Aluminate, 97. 
American Natural, 72. 

— Portland, 73. 
Aspdin, John, 13. 

B. 
Backs, 23. 

Bauschinger's Calipers, 63. 
Bellefontaine, 14. 
Beton Coignet, 132. 
Blowing, testing for, 63. 
Btfhme Hammer, 47. 
Blowey, 63. 
Breaking strength, average, 72. 

— — variation, 54. 
Brick machine, 25. 

Brick, pressed, 34. 



Briquettes, amount of material, 80. 

— — water, 55. 

— Bohme's Hammer, 85. 

— Machines, 46, 142. 

— — Bo'hme's Hammer, 47. 

— — Jameson, 50. 

— — — capacity, 52. 

— making, 45. 

— machine-made, advantages, 

54- 

— hand-made, 84. 

— English method, 54. 

— molds, 46. 

— mixing mortar, 55. 

— placing, 53. 

— porcelain sink, 56. 

— sand, 56. 

— temperature, 55. 
Broken stone, by machine, 117. 

— — increase in bulk, 117. 

— — by hand, 116. 
Burning, 27. 

— correctly, 30. 

— over, 27-30. 

— reburning, 31. 

— under, 30. 



Carbonate of lime, 18,97. 
Carbonic acid, 27, 30, 97. 
Calcium aluminate, 97. 

— ferraluminate, 97. 

— metasilicate, 97. 

— orthosilicate, 97. 
Cavities, 23. 
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INDEX. 



Cement, i. 

— constituents, 4. 

— — relative financial 
importance, 18. 

— choice, 10. 

— curbing, 130. 

— and limes, difference, 3 

— engineering definition. 7. 

— knowledge of, 13. 

— mortar, strength of, 3. 

— natural, 7, 8. 

— plaster composition, 113. 

— as plaster, 113. 

— tests, Remley, 141. 

— setting, 3. 

— tester, £42. 

— tests, hot 176. 

— tests, State University of 

Iowa, 141. 

— tests, State University of 

Iowa, hot, 176. 

— tests, State University of 

Iowa, fresh and salt 
water, 169. 

— tests, State University of 

Iowa, salt and fresh 
water, 169. 

— use of, 2. 

— works established, 13. 

— w r ork wet, 3. 
Cementitious, 28. 
Characteristics, 94. 
Chalk, 18. 

— weight, 18. 
Checking, 71. 
Chemical analysis, 86. 

— reactions, 3, 9S. 
Chutes, 23. 
Classification, 91. 
Clay, 17, 18. 

Clinker, 19, 31. 
Clips, 52, 79. 

— blotting paper, 53. 

— rubber, 53. 

— — buffer, 53. 
Color, 28. 
Composition, 94. 



Concrete, 113. 

— depositing, 123. 

— — under water, 124. 

— machine mixing, 119. 

— materials, 1 13. 

— mixing, 118. 

— — platforms, 118. 

— pavement foundations, 126. 

— proportions, 126. 

— sidewalks, 127. 

— quantities, 139. 
Constituents, relative financial im- 
portance, 18. 

Cracking, 63. 

Cross strain, 62. 

Crushing tests, objections, 43. 

Crystallizing, 97. 

Curbing, 130. 

D. 

Disintegrating, 63. 
Dobbs, Edgar, 13. 
Double calcination, 19. 
Double working, 22. 
Down draft, 33. 
Drying floors, 19, 31. 
Dry process, 19, 24. 
Drying rooms, 31, 
Dusting, 34. 



Eddystone Lighthouse, 13. 

Egypt, 14. 

Egyptian, 12. 

Emery, 66. 

Estimating quantities, 137. 

— — amount mortar re- 
quired per cu. yd. of 
masonry, 138. 

— — amount material 
per cu. yd. of mortar, 138 

— — cement, 137. 

— — concrete, 139. 

— — lime, 137. 
Expert, 27. 
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F. 
Faija, Henry, warm test, 64. 
Fineness, 44, 71, 81. 

— French specifications, 89. 

— percentage, 44. 
Foreign Portland, 73. 
Floury, 40. 

Flux, 35. 
France, 14. 
Frear stone, 136. 
Free lime, 58. 
Fresh cement, 64. 
Fuel, 17. 

— amount, 30. 

— saving, 34. 

— under control, 34. 

— waste, 30. 
Fusing, 27. 

G. 

German Association of Cement 

Makers, 67. 
German Portland, 68. 

— — established, 14. 

— — production, 14. 
Gilmore, 71. 

Glass, liquid, 134. 

— powdered, 28. 
Gravel, 116. 
Gravity, 19 
Grinding, 39. 

— ball pulverizers, 25. 

— millstones, 25. 

— machine for abrasion, 66. 

— power required, 40. 

— vertical runner, 25. 
Gypsum, 67. 

H. 
Hardening, chemical processes, 91,97 

— dependent on, 94. 
Harrows, 22. 

Heat test, 83. 

— utilized, 30. 
Hennepin Canal, 133. 
Historical data, 11. 
Hot tests, 176. 



Humidity, 30. 
Hydration, 97. 



Indiana, 16. 
Iowa, 16. 
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J- 
Jameson, Briquette Machine, 5. 

K. 

Kiln, 19. 

— Bock tunnel, 36. 

— continuous, 30, 35. 

— dome, 28, 29. 

— — disadvantages, 31. 

— Hoffman, 31. 

— — advantages, 34. 

— — dampers, 33. 

— — flues, 33. 

— — method of operating, 33 

— iron tube, 39. 

— lime, 5. 

— lining, 31. 

— wrought iron, 38. 
Knives, 22. 

L. 
Leland Stanford, Jr., University, 134 
Leon, Mexico, 17. 
Limes, 1. 

— and cements, power of absorp- 

tion, difference, 3. 

— constituents, 4. 

— free, 58. 

— hydraulic, 7. 

— — constituents of, 4. 

— kiln, 5. 

— manufacture of, 4, 5. 

— mortar, 2, 107. 

— — setting, 2. 

— — strength, 3. 

— slaked, 6. 

— use of, 2. 

Locks, Hennepin Canal, 133. 
Louisville, 15, 17. 
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M. 
Machines, spring balance, 80. 
Magnesia, 96. 
Manufacture of cement, 1. 
Market, 18. 

Masonry repairing, 131. 
Maximum and minimum tensile 

strength, 72. 
McMurtie stone, 136. 
Mexico, 17. 

' Microscope, polarizing, 97. 
Milwaukee, 15. 
Missouri, 16. 
Mixing machine, 26. 

— for tests, 75. 

— mortar, 86. 
Molds, 79, 142. 
Monolithic structures, 134. 
Mortar, 107. 

— amount of water, 112. 

— brash, 110. 

— harsh, 110. 

— lime, 107. 

— mixing, 112. 

— smooth, 110. 

N. 

Natural cement, 108. 

— — cost, 9. 

— and Portland, 146. 

— — difference, 8. 

— cement, production in U.S., 15 
Napus quartz, 66. 

Needles, felted, 58. 
Needle test, England, 59. 

— — German, 60. 

— — Gilmore, 58. 

— — unsatisfactory, 60. 

— — S. U. I., 61. 

— — Vicat, 59. 
New York, 16. 

P. 
Pacific, 17. 
Packing, 19, 41, 80. 
Panama, 17. 
Pans, 56. 



Patents, 13. 

Pennsylvania, 16. 

Plates, 19. 

Plastering with cement, 113. 

Plaster of Paris, 93. 

— — amount, 109. 

— patent cement, 113. 
Portland, constituents, 16. 

— definition, 7. 

— cost, 9. 

— German, 14. 

— manufacture, 16. 

— and natural, difference, 8. 

— location raw materials, 16. 

— patentees, 13. 

— production in U. S., 15. 

— raw materials, 9. 

— uniformity, 9. 

— value, 18. 
Pozzolana, 12. 

Proportions natural cement and 

lime, 109. 
Pug mill, 26. 

Q. 
Quality, effect, 1. 

— cement, 2. 
Quarries, 18, 19. 
Quartz, crushed, 56. 

— Napus, 66. 
Quicklime, 6. 

R. 

Ransom, Smith & Co., 134. 
Ransom stone, 136. 
Raw materials, 18. 

— — crystalline limestone, iS 

— — hard working, 18. 

— — reduction, 19. 
Regauging, 110. 
Reheating, 31. 

Reid, Henry, 135. 
Remley cement tests, 141. 
Repairing masonry, 131. 
Rosendale, 14. 
Reservoirs, 23. 
Resistance, 65. 
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Results, maximum, 2. 
Roman cement, 14. 

S. 
Sampling, 76. 
Sand, 56. 

— bank, no. 

— excessive amount, 108. 

— German standard, 83. 

— river, no. 

— standard, 56, 78. 

— — price, 78. 

— Vitruvius, in. 
Saylor's cement, 14. 
Salt water, effect of, 169, 
Screening, 115. 

Screen for broken stone, 104. 
Semi-wet, 26. 
Setting, 7, 58, 76, 81. 

— causes of, 91. 

— chemical processes, 91. 

— conditions affecting, 91. 

— French specifications, 89. 

— German tests, 82. 

— incipient, no. 

— quick, 76, 109. 

— slow, 65, 76, 109. 
Shipping, 19. 
Sidewalks, 127. 
Sieves, 77. 

— cost, 78. 
Sifting, 40. 

Silicating solution, 135. 
Slabs, 56. 

Slaking, 6. 

— air, 6. 

— cause of, 92. 

— drowning, 6. 

— sprinkling, 6. 
Slate, 18. 
Slurry, 24. 
Smeaton, John, 13. 
Sorel stone, 137. 
South Bend, Indiana, 14. 
Specifications, 69. 

— American Society of Civil 
Engineers, 69. 



Specifications, Austrian, 74. 

— — for Portland, 89. 

— — — Roman, 89 

— English, 89. 

— — for expansion, 90. 

— — — tensile strength^o 

— French, 86. 

— German, 74. 

— — standard, 80. 
Stability, 63. 

St. Leger, Maurice, 13. 

Stetten, 14. 

Stone, artificial, 132. 

— crushers, 39, 99. 

— — description, 104. 

— — Farrel Marsden, 103. 

cost and capacity, 105. 

— — Gates, 105. 

— — — cost and capacity, 

106. 

— — location of, 117. 
Storing, 41. 

Storage, 19. 

Strength, compressive, 81. 

— French specifications, 87. 

— test for, 81. 

— tensile, 81. 
Sylvester's process, 136. 

T. 

Tanks, 57, 142. 
Temperature, 30, 75, 142. 

— increase, 25, 57. 
Tensile strength, 42. 
Testing, 42. 

— applying strain, 53. 

— compression, 85. 

— heat, 64, 83. 

— machines, 80, 99. 

— — Fairbanks, 101. 

— — Tini'is Olson, 100. 

— — Riehle Brothers, 99. 

— method, 2. 

— German number of 

briquettes, 84. 
Test pieces, neat, 86. 
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Test peices, treatment, 86. 
Transportation, water, 18. 
Texas, 17. 

U. 
Ulster Co., N. Y., 14. 
United States, 14. 
Use, economical, 108. 
Use of Portland cement, 107. 
Utica, 15. 

V. 

Virginia, 16. 
Vanne aqueduct, 133. 
Vicat needle test, 59. 
Victoria stone, 135. 
Vitrifaction, 13, 28. 
Vitruvius on lime, 11. 

— — sand, in. 
Volume, constancy, 81. 

W. 
Wash mill, 20. 

— speed, 22. 
Walks, 127. 
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Walks, foundation, 128. 

— frames, 128. 

— manipulation, 128. 

— materials for, 127. 

— mixing concrete, 128. 

— outfit, 130. 

— quantities material required, 

Warm test, Faija, 64. 
Warner's New York, 14. 
Water, amount, 22. 

— — in mortar, 112. 

— excessive use of, 112. 

— on stone or brick, 112. 
Weight, 28, 76, 80. 

— loss allowed, 81. 
Wet process, 19, 20. 

— — time, 24. 
Wetting stone or brick, 112. 
Wire test, 71 

Work, arrangement, 19. 



Yankton, S. D., 14. 



Catalogue of the Scientific Publications 
of D. Van Nostrand Company, 23 Murray 

Street and 27 Warren Street, New lork. 



ADAMS, J. W. Sewers and Drains for Populous Dis- 
tricts. Embracing Rules and Formulas for the dimensions and con- 
struction of works of Sanitary Engineers. Fifth edition. 8vo, 
cloth $2.50 

ABBOTT, A. V. The Electrical Transmission of Ener- 
gy. A Manual for the Design of Electrical Circuits. Fully illustrat- 
ed. 8vo, cloth $4 50 

ALEXANDER, J. H. Universal Dictionary of Weights 

and Measures, Ancient and Modern, reduced to the Standards of the 
United States of America. New edition, enlarged. 8vo, cloth, $3.50 

S. A. Broke Down: What Should I DoP A 

Beady Reference and Key to Locomotive Engineers and Firemen, 
Bound House Machinists, Conductors, Train Hands and Inspectors. 
With 5 folding plates. 12mo, cloth $1.50 

ALLEN, C. F. Tables for Earthwork Computation 

8vo, cloth $1.50 

ANDERSON, J. W. The Prospector's Handbook; A 

Guide for the Prospector and Traveller in search of Metal-bearing or 
other Valuable Minerals. Sixth edition, thoroughly revised and much 
enlarged. 8vo, cloth $1.50 

ANDERSON, WILLIAM. On the Conversion of Heat 

into Work. A Practical Handbook on Heat-Engines. Third edition. 
Illustrated. 12mo, cloth .$2.25 

ARNOLD, Dr. Ammonia and Ammonium Compounds. 

A Practical Manual for Manufacturers, Chemists, Gas Engineers and 
Dyesetters. 12mo, cloth $2.00 

ARNOLD, E. Armature Windings of Direct Current 

Dynamos. Extension and Application of a General Winding Rule. 
Translated from the original German by Francis B. DeGress, M. E. 
With numerous illustrations (In press.) 

ATKINSON, PHILIP. The Elements of Electric Light- 
ing, including Electric Generation, Measurement, Storage, and Dis- 
tribution. Eighth edition. Illustrated. 12mo, cloth $1.50 

The Elements of Dynamic Electricity and Mag- 
netism. S >cond edition. 120 illustrations. 12mo, cloth $2.00 



D. VAN NOSTKAND COMPANY'S 



ATKINSON, PHILIP. The Electric Transformation of 

Power and its Aplication by the Electric Motor, including Electric 
Hallway Construction. Illustrated. 12 mo, cloth $2.00 

Elements of Static Electricity, with full description 

of the Holtz and Topler Machines, and tneir mode of operating. 
Illustrated. 12mo, cloth $1.50 

ATTCHINCLOSS, W. S. Link and Valve Motions 

Simplified. Illustrated with 29 woodcuts and 20 lithographic plates, 
together with a Travel Scale, and numerous useful tables. Thirteenth 
edition. Revised. 8vo, cloth $2.00 

AXON, W. E. A. The Mechanic's Friend. A Collection 

of Receipts and Practical Suggestions relating to Aquaria, Bronzing, 
Cements, Drawing, Dyes, Electricity, Gilding, Glass-working, Glues, 
Horology, Lacquers, Locomotives, Magnetism, Metal-working, Mod- 
elling, Photography, Pyrotechny, Railways, Solders, Steam-Engine, 
Telegraphy, Taxidermy, Varnishes, Waterproofing, and Miscellaneous 
Tools, Instruments, Machines, and Processes connected with the 
Chemical and Mechanic Arts. With numerous diagrams and woodcuts. 
Fancy cloth $1.50 

BACON, F. W. A Treatise on the Richards Steam- 
Engine Indicator, with directions for its use. By Charles T. Porter. 
Revised, with notes and large additions as developed by American 
practice ; with an appendix containing useful formulae and rules for 
engineers. Illustrated. Fourth edition. 12mo, cloth $1.00 

BADT, F. B. Dynamo Tenders Hand-Book. With 140 

illustrations. Second edition. 18mo, cloth $1.00 

Bell Hangers' Hand-Book. With 97 illustrations. 

18mo, cloth $1.00 

Incandescent Wiring Hand-Book. With 35 illus- 
trations and five tables. 18mo, cloth '. . .$1.00 

Electric Transmission Hand-Book. With 22 illus- 
trations and 27 Tables. 18mo, cloth $1.00 

BALCH, COL. GEO. T. Methods of Teaching Patriot- 
ism in the Public Schools. 8vo, cloth $1 . 00 

BALE, M. P. Pumps and Pumping. A Hand Book for 
Pump Users. 12mo, cloth .$1.00 

B ABB A. J. The Use of Steel for Constructive Purposes. 

Method of Working, Applying, and Testing Plates and Bars. With a 
Preface by A. L. Holley, O.E. 12mo, cloth $1.50 

BARNARD, F. A. P. Report on Machinery and Pro- 
cesses of the Industrial Arts and Apparatus of the Exact Sciences at 
the Paris Universal Exposition, 1867. 152 illustrations and 8 folding 
plates. 8vo, cloth $5.00 

BEAUMONT, ROBERT. Color in Woven Design. 

With 32 colored Plates and numerous original illustrations. Large, 
12mo • $7.50 



SCIENTIFIC PUBLICATIONS. 



8 



BECK WITH, ARTHUR. Pottery. Observations on 

the Materials and Manufacture of Terra-Cotta, Stoneware, Fire-Brick, 
Porcelain, Earthenware, Brick, Majolica, and Encaustic Tiles. 8vo, 
paper. 2d edition , 60 

BERNTHSEN, A. A Text-Book of Organic Chemistry. 

Translated by George M'Gowan, Ph.D. Second English edition. Ke- 
vised and extended by author and translator. Illustrated. 12mo, 
cloth 82.50 

BIGGS, C. H. W. First Principles of Electrical 

Engineering. Being an attempt to provide an Elementary Book for 
those intending to enter the profession of Electrical Engineering. 
Second edition. 12mo. t cloth. Illustrated $1.00 

BLAKE, W. P. Report upon the Precious Metals. 

Being Statistical Notices of the principal Gold and Silver producing 
regions of the world, represented at the Paris Universal Exposition. 
8vo, cloth $2.00 

— Ceramic Art. A Report on Pottery, Porcelain, 

Tiles, Terra-Cotta, and Brick. 8vo, cloth $2.00 

BLAKESLET, T. H. Alternating Currents of Elec- 
tricity. For the use of Students and Engineers. Third edition, en- 
larged. 12mo, cloth $1.50 

BLYTH, A. WYNTER, M.R.C.S., F.C.S. Foods : their 

Composition and Analysis. A Manual for the use of Analytical C hemists, 
with an Introductory Essay on the History of Adulterations, with nu- 
merous tables and illustrations. Fourth edition. Crown 8vo, cloth. $7. 50 

Poisons : their Effects and Detection. A Manual for 

the use of Analytical Chemists and Experts, with an Introductory Essay 
on the growth of Modern Toxicology. Third edition. Revised and 
enlarged. Crown 8vo, cloth $7.50 

BODMER, G. R. Hydraulic Motors; Turbines and 

Pressure Engines, for the use of Engineers, Manufacturers, and 
Students. Second edition, revised and enlarged. With 204 illustra- 
tions. 12mo, cloth $5.00 

BOILEATJ, J. T. A New and Complete Set of Trav- 
erse Tables, Showing the Difference of Latitude and Departure of every 
minute of the Quadrant and to five places of decimals. 8vo, cloth. $5. 00 

BOTTONE, S. R. Electrical Instrument Making for 

Amateurs. A Practical Handbook. With 48 illustrations. Revised 
Fifth Edition. 12mo, cloth. 50 

Electric Bells, and all about them. A Practical 

Book for Practical Men. With more than 100 illustrations. 12mo, 
cloth. Fourth Edition. Eevised and Enlarged 50 

The Dynamo: How Made and How Used. A 

Book for Amateurs. Eighth edition. 12mo, cloth $1.00 

Electro Motors : How Made and How Used. A 

Hand Book for Amateurs and Practical Men. Second edition. 12mo, 
cloth 50 



P. VAN NOSTRAND COMPANY'S 



BONNET, G. E. The Electro-Platers' Hand Book. 

A Manual for Amateurs and Young Students on Electro-Metallurgy. 
60 Illustrations. 12mo, cloth $1.20 

BOW, E,. H. A Treatise on Bracing. With its applica- 
tion to Bridges and other Structures of Wood or Iron. 156 illustra- 
tions. 8vo, cloth $1.50 

BOWSER, Prof. E. A. An Elementary Treatise on 

Analytic Geometry. Embracing Plane Geometry, and an Intro- 
duction to Geometry of three Dimensions. 12mo, cloth. Nineteenth 
edition $1.75 

An Elementary Treatise on the Differential and 

Integral Calculus. With numerous examples. 12mo, cloth. Fifteenth 
edition $2.25 

- An Elementary Treatise on Analytic Mechanics. 

With numerous examples. 12mo, cloth. Ninth edition , $3.00 

An Elementary Treatise on Hydro-Mechanics. 

With numerous examples. 12mo, cloth. Fourth edition $2.50 

Academic Algebra Second edition, 12mo, cloth... $1.25 

College Algebra. Fourth edition. 12mo, cloth $1.75 

Elements of Plane and Solid Geometry. 12mo, 

cloth. Second edition $1.40 

BOWIE, AUG. J., Jun., M. E. A Practical Treatise on 

Hydraulic Mining in California. With Description of the Use and 
Construction of Ditches, Flumes, Wrought-iron Pipes and Dams ; 
Flow of Water on Heavy Grades, and its Applicability, ' under High 
Pressure, to Mining. Fifth edition. Small quarto, cloth. Illus- 
trated $5.00 

BURGH, N. P. Modern Marine Engineering, applied 

to Paddle and Screw Propulsion. Consisting of 36 colored plates, 259 
practical woodcut illustrations, and 403 pages of descriptive matter. 
The whole being an exposition of the present practice of James Watt 
& Co., J. & G. Rennie, E. Napier & Sons, and other celebrated firms. 
Thick 4to vol., half morocco $10.00 

BURT, W. A. Key to the Solar Compass, and Survey- 
or's Companion. Comprising all the rules necessary for use in the 
field ; also description of the Linear Surveys and Public Land System 
of the United States, Notes on the Barometer, Suggestions for an Out- 
fit for a Survey of Four Months, etc. Fifth edition. Pocket-book 
form, tuck $2.60 

CALDWELL. Prof. GEO. C, and BRENEMAN, Prof. 

A. A. Manual of Introductory Chemical Practice. For the use of 
Students in Colleges and Normal and High Schools. Fourth edition, 
revised and corrected. 8vo, cloth. Illustrated $150 



SCIENTIFIC PUBLICATIONS. 



5 



CAMPIN, FRANCIS. On the Construction of Iron 

Roofs. A Theoretical and Practical Treatise, with wood-cuts and 
Plates of l'oofs recently executed. 8vo, cloth $2.00 

CARTER, E. T. Motive Power and Gearing for Elec- 
trical Machinery. A Treatise on the Theory and Practice of the 
Mechanical Equipment of Power Stations for Electric supply and for 
Electric Traction. 8vo., cloth, Illustrated $5.00 

CART, A. A. Boiler Waters and their Purification 

(In Press) 

CHATJVENET, Prof. W. New Method of Correcting 

Lunar Distances, and Improved Method of Finding the Error and 
Rate of a Chronometer, by Equal Altitudes. 8vo, cloth $2 00 

CHURCH, JOHN A. Notes of a Metallurgical Journey 

in Europe. 8vo, cloth $2.00 

CLARK, D. KINNEAR, C.E. A Manual of Rides, 

Tables and Data for Mechanical Engineers. Based on the most recent 
investigations. Illustrated with numerous diagrams. 1,012 pages. 

8vo, cloth, Sixth edition $5. 00 

Half morocco $7.50 

Fuel ; its Combustion and Economy, consisting of 

abridgements of Treatise on the Combustion of Coal. By C. W. 
Williams; and the Economy of Fuel, by T. S. Prideaux. With 
extensive additions in recent practice in the Combustion and Economy 
of Fuel, Coal, Coke, Wood. Peat, Petroleum, etc. Fourth edition. 
12mo, cloth $1.50 

The Mechanical Engineer's Pocket Book of 

Tables, Formulae, Rules and Data. A Handy Book of Reference 
for Daily Use in Engineering Practice 16mo., morocco. Second 
edition , $3.00 

Tramways, their Construction and Working, em- 
bracing a comprehensive history of the system, with accounts of the 
various modes of traction, a description of the varieties of rolling 
stock, and ample details of Cost and Working Expenses. Second ed- 
ition. Re- written and greatly enlarged, with upwards of 400 illustra- 
tions. Thick 8vo, cloth $9 00 

The Steam Engine. A Treatise on Steam En- 
gines and Boilers; comprising the Principles and Practice of the 
Combustion of Fuel, the Economical Generation of Steam, the Con- 
struction of Steam Boilers, and the Principles, Construction and 
Performance of Steam Engines, Stationary, Portable, Locomotive and 
Marine, exemplified in Engines and Boilers of recent date. Illus- 
trated by above 1,300 figures in the text, and a series of folding plates 
drawn to scale. 2 vols. 8vo, cl $15.00 

CLARK, JACOB M. A new System of Laying Out 

Railway Turn-outs instantly, by inspection from tables. 12mo, leath- 
erette $1.00 



6 



D. VAN NOSTRAND COMPANY'S 



CLATJSEN-THTJE, W. The ABC Universal Com- 
mercial IJlectric Telegraphic Code ; specially adapted for the use of 
.Financiers, Merchants, Ship-owners, Brokers, Agent, etc. Fourth 
edition. 8vo, cl $7.60 

CLATJSEN-THTJE, W. The Al Universal Commercial 

Electric Telegraphic Code. Over 1240 pp. and nearly 90,000 varia- 
tions. 8vo, ol $12.50 

CLEEMANN, THOS. M. The Railroad Engineer's 

Practice. Being a Short but Complete Description of the Duties of 
the Young Engineer in the Prelimary and Location Surveys and in 
Construction. 4th ed., revised and enlarged. Illus. 12 mo, cloth $1.50 

CLERK, DUGALD. Autocars ol* Horseless Vehicles. 

About 300 pp., 60 illustrations. (In Press.) 

CLEVENGER, S. R. A Treatise on the Method of 

Government Surveying as prescribed by the U. S. Congress and 
Commissioner of the General Land Office, with complete Mathe- 
matical, Astronomical and Practical Instructions for the use of the 
United States Surveyors in the field. 16mo, morocco $2.50 

COLBTJRN, ZERAH. The Gas- Works of London. 121110, 

boards 60 

COLLINS, J AS. E. The private Book of Useful Alloys 

and Memoranda for Goldsmiths, Jewelers, etc. 18mo, cloth 50 

CORNWALL, prof. H. B. Manual of Blow-pipe An- 
alysis, Qualitative and Quantitative. With a Complete System of 
Descriptive Mineralogy. 8vo, cloth, with many illustrations $2.50 

CRAIG, B. F. Weights and Measures. An account of 

the Decimal System, with Tables of Conversion for Commercial and 
Scientific Uses. Square 32mo, limp cloth 50 

CROCKER, F. B. Electric Lighting. A Practical Exposi- 
tion of the Art, for nse of Engineers, Students, and others interested 
in the Installation or Operation of Electrical Plants. Second edition, 
revised. 8vo, cloth. Vol. 1. The Generating Plant $3.00 

Vol. 2 (In Press.) 

CROCKER, F. B., and S. S. WHEELER. The Practical 

Management of Dynamos and Motors. Fourth edition, (seventh 
thousand) revised and enlarged, with a special chapter by H. A. Foster. 
12mo, cloth, illustrated $1 00 

CUMMING, LINN2EUS, M.A. Electricity treated 

Experimentally. For the use of Schools and Students. New edition. 
12mo, cloth $1.50 

DAVIES, E. H. Machinery for Metalliferous Mines- 

A Practical Treatise for Mining Engineers, Metallurgists and Manu- 
facturers. With upwards of 300 illustrations. 8vo, cloth. . . . .$5.00 

DAVIS, JOHN W., C.E. Formulae for the Calculation 

of Rail Road Excavation and Embankment, and for finding Average 
Haul. Second edition. Octavo, half roan $1.50 



SCIENTIFIC PUBLICATIONS. 



DAVIS, J. WOODBBIDGE. Theoretical Astronomy. 

Dynamics of the Sun. 4to, paper $3.00 

DERR, W. L. Block Signaling. A Practical Manual. 

Oblong, cloth (In Press) 

DIXON, D. B. The Machinist's and Steam Engineer's 

Practical Calculator. A Compilation of Useful Rules and Problems 
arithmetically solved, together with General Information applicable 
to Shop-Tools, Mill-Gearing, Pulleys and Shafts, Steam-Boilers and 
Engines. Embracing valuable Tables and Instruction in Screwcutting, 
Valve and Link Motion, etc. 16mo, full morocco, pocket form. .$2.00 

DODD, GEO. Dictionary of Manufactures, Mining. 

Machinery, and the Industrial Arts. 12mo, cloth $1.50 

DOBB, B. F. The Surveyor's Guide and Pocket Tabid 

Book. 18mo, morocco flaps. Third Edition $2.00 

DRAPER, C. H. Heat and the Principles of Thermo- 

Dynamics. With many illustrations and numerical examples. 12mo, 
cloth $1.50 

DUBOIS, A. J. The New Method of Graphic Statics. 

With 60 illustrations. 8vo, cloth $1.50 

EDDY, Prof. H. T. Researches in Graphical Statics. 

Embracing New Constructions in Graphical Statics, a New General 
Method in Graphical Statics, and the Theory of Internal Stress in 
Graphical Statics. 8vo, cloth $1.50 

Maximum Stresses under Concentrated Loads. 

Treated graphically. Illustrated. 8vo, cloth $1.50 

EISSLER, M. The Metallurgy of Gold ; a Practical 

Treatise on the Metallurgical Treatment of Gold-Bearing Ores, in " 
eluding the Processes of Concentration and Chlorination, and the 
Assaying, Melting and Kenning of Gold. Fourth edition, revised and 
greatly enlarged. 187 illustrations. 12mo, ol $5.00 

EISSLER, M. The Metallurgy of Silver; a Practical 

treatise on the Amalgamation, Boasting and Lixivation of Silver Ores, 
including the Assaying, Melting and Refining of Silver Bullion. 124 
illustrations. Second edition, enlarged. 12mo, cloth $4.00 

EISSLER, M. The Metallurgy of Argentiferous Lead ; 

a Practical Treatise on the Smelting of Silver-Lead Ores and the Begin- 
ning of Lead Bullion. Including Beports on Various Smelting 
Establishments and Descriptions of Modern Smelting Furnaces and 
Plants in Europe and America. With 183 illustrations. 8vo, ol...$5.00 

ELIOT, Prof. C. W., and STORES,, Prof. F. H. A 

Compendious Manual of Qualitative Chemical Analysis. Bevised 
with the co-operation of the authors, by Prof. William B. Nichols. 
Illustrated. Seventeenth edition, newly revised by Prof. W. B. Lind- 
say. 12mo, cloth $1.50 

ELLIOT, Maj. GEO. H., TJ. S, E. European Light- 
House Systems. Being a Beport of a Tour of Inspection made in 
1873. 51 engravings and 21 woodcuts. 8vo, cloth $5.00 
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ELLISON, LEWIS M. Practical Application of the 

Indicator. With reference to the Adjustment of Valve Gear on all 
styles of Engines. Second edition, revised. 8vo, cloth, 100 illus- 
trations 82.00 

ENDLICH, F. M. Manual of Qualitative Blow-Pipe 

Analysis and Determinative Mineralogy. Illustrations and Colored 
Plate of Spectra. 8vo, cloth $400 

EVERETT, J. D. Elementary Text-Book of Physics. 

Illustrated. Seventh edition. 12mo, cloth $1.40 

EWING-, Prof. A. J. The Magnetic Induction in Iron 

and other metals. 159 illustrations. 8vo, cloth $4 00 

FANNING, J. T. A Practical Treatise on Hydraulic 

and Water-Supply Engineering. Belating to the Hydrology, Hydro- 
dynamics, and Practical Construction of Water-Works in North 
America. 180 illustrations. 8vo, cloth. Thirteenth edition, revised, 
enlarged, and new tables and illustrations added. 650 pages ... .$5.00 

FISH, J. C. L. Lettering of Working Drawings. Thir- 
teen plates, with descriptive text. Oblong, 9xl2£, boards $1.00 

FISKE, Lieut. BRADLEY A. 9 U.S.N. Electricity in 

Theory and Practice; or, The Elements of Electrical Engineering. 
Eighth edition. 8vo, cloth. $2.50 

FLEMING, Prof. J. A. The Alternate Current Trans- 
former in Theory and Practice. Vol. I — The Induction of Electric 
Currents; 611 pages. New edition. Illustrated. 8vo, cloth. . .$5.00 

Vol. 2, The Utilization of Induced Currents. Illustrated. 8vo, 

cloth $5.00 

FLEMING, Prof. J. A. Electric Lamps and Electric 

Lighting. Being a course of four lectures delivered at the Royal In- 
stitution, April-May, 1894. 8vo, cloth, fully illustrated $3.00 

FLEMING, Prof. J. A. Electrical Laboratory Notes and 

Forms, elementary and advanced. 4to, cloth, illustrated $5.00 

FOLEY, (NELSON) and THOS. PRAY, Jr. The 

Mechanical Engineers' Reference Book for Machine and Boiler Con- 
struction, in two parts. Part 1 — General Engineering Data. Part 2 
—Boiler Construction. With fifty-one plates and numerous illustra- 
tions, specially drawn for this work. Folio, half mor $25.00 

FORNEY, MATTHIAS N. Catechism of the Locomo- 
tive. Second edition, revised and enlarged, forty-sixth thousand. 
8vo, cloth $3.50 

FOSTER, Gen. J. Gh, XT. S. A. Submarine Blasting in 

Boston Harbor, Massachusetts. Removal of Tower and Corwin 
Bocks. Illustrated with 7 plates. 4to, cloth $3.50 

FOSTER, H. A. Electrical Engineers' Pocket Book. 

850 pages In press 
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FRANCIS. Jas. B. 9 C.E. Lowell Hydraulic Experi- 
ments. Being a selection from experiments on Hydraulic Motors, 
on the Flow of Water over Weirs, in open Canals of uniform rec- 
tangular section, and through submerged Orifices and diverging 
Tubes. Made at Lowell, Mass. Fourth edition, revised and 
enlarged, with many new experiments, and illustrated with 23 copper- 
plate engravings. 4to, cloth $15.00 

GEIPEL, WM. and KILGOUR, M. H. A Pocketbook 

of Electrical Engineering Formulae. Illustrated. 18mo, mor. .$3.00 
Large paper edition, wide margins. 8vo, morocco, gilt edges $5.00 

GERBER. NICHOLAS. Chemical and Physical An- 
alysis oi Milk, Condensed Milk and Infant's Milk-Food. 8vo, 
cloth $1.25 

GILLMORE, Gen. Q. A. Treatise on Limes, Hydraulic 

Cements, and Mortars. Papers on Practical Engineering, United 
States Engineer Department, No. 9, containing Reports of numerous 
Experiments conducted in New York City during the years 1858 to 
1861, inclusive. With numerous illustrations. 8vo, cloth $4.00 

Practical Treatise on the Construction of Roads. 

Streets, and Pavements. With 70 illustrations. 12mo, cloth, $2.00 

GILLMORE, Gen. Q. A. Report on Strength of the 

Building Stones in the United States, etc. 8vo, illustrated, cloth. $1.00 

GOODEVE, T. M. A Text-Book on the Steam-Engine. 

With a Supplement on Gas-Engines. Twelfth edition. Enlarged. 
143 illustrations. 12mo, cloth $2.00 

GORDON, J. E. H. School Electricity. Illustrations. 

12mo, cloth $2.00 

GORE, G., P. R. S. The Art of Electrolytic Separa- 
tion of Metals, etc. (Theoretical and Practical.) Illustrated. 8vo, 
cloth $3.50 

Electro Chemistry Inorganic. 3d edition. 8vo, cloth. 

$ 80 

GRIFFITHS, A. B., Ph.D. A Treatise on Manures, 

or the Philosophy of Manuring. A Practical Hand-Book for the 
Agriculturist, Manufacturer, and Student. 12mo, cloth $3.00 

GITRDEN, RICHARD LLOYD. Traverse Tables: 

computed to 4 places Decimals for every ° of angle up to 100 of Dis- 
tance. For the use of Surveyors and Engineers. New edition. Folio, 
half mo $7.50 

GUY, ARTHUR F. Electric Light and Power, giving 

the Result of Practical Experience in Central-Station Work. 8vo, 
cloth. Illustrated $2 50 
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HAEDER, HERMAN, C. E. A Handbook on the 

Steam Engine. With especial reference to small and medium sized 
engines. English edition, re-edited by the author from the second 
German edition, and translated with considerable additions and alter- 
ations by H. H. P. Powles. 12mo, cloth. Nearly 1100 illus. . .$3.00 

HALSEY, P. A. Slide Valve Gears, an Explanation 

of the action and Construction of Plain and Cut-off Slide Valves. 
Illustrated. 12mo, cloth. Third edition $1.50 

HAMILTON, W. G. Useful Information for Railway 

Men. Tenth edition, revised and enlarged. 562 pages, pocket form. 
Morocco, gilt $2.00 

HANCOCK, HERBERT. Text-Book of Mechanics and 

Hydrostatics, with over 500 diagrams. 8vo, cloth $1 75 

HARRISON, W. B. The Mechanics' Tool Book. 

With Practical Rules and Suggestions for use of Machinists, Iron- 
Workers, and others. Illustrated with 44 engravings. 12mo, 
cloth $1.50 

HASKINS, C. H. The Galvanometer and its Uses. 

A Manual for Electricians and Students. Fourth edition. 12mo, 
cloth $1.50 

HAWKINS, C. C M and WALLIS, P. The Dynamo; 

its Theory, Design and Manufacture. 190 illustrations, 12mo, cloth, 
$3.00 

HEAP, Major D. P., IT. S. A. Electrical Appliances of 

the Present Day. Report of the Paris Electrical Exposition of 1881. 
250 illustrations. 8vo, cloth $2.00 

HEAVSIDE, OLIVER. Electromagnetic Theory. Vol. 

1. 8vo, cloth $5.00 

HENBICI, OLAT7S. Skeleton Structures, Applied to 

the Building of Steel and Iron Bridges. Illustrated $1.50 

HERRMANN, Gustav. The Graphical Statics of 

Mechanism. A Guide for the Use of Machinists, Architects, and 
Engineers ; and also a Text-book for Technical Schools. Translated 
and annotated by A. P. Smith, M. E. 12mo, cloth, 7 folding 
plates. Second edition $2.00 

HE WSON, WM. Principles and Practice of embanking 

Lands from River Floods, as applied to the Levees of the Mississippi. 
8vo. cloth 82.00 

HOBBS, W. R. P. The Arithmetic Of Electrical Meas- 
urements, with numerous examples. Fully Worked. 12 mo, cloth, .50 

HOFFMAN, H. D. The Metallurgy of Lead and the 

Desilverization of Base Bullion. 275 Illustrations. 8vo, cloth. 
$6.00 
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HOLLEY, ALEXANDER L. Railway Practice. Ameri- 
can and European Railway practice in the Economical Generation of 
Steam, including the Materials and Construction of Coal-burning 
Boilers, Combustion, the Variable Blast, Vaporization, Circulation, 
Superheating, Supplying and Heating Feed Water, etc., and the 
Adaptation of Wood and Coke-burning Engines to Coal-burning ; and 
in Permanent Way, including Road-bed, Sleepers, Rails, Joint Fasten- 
ings, Street Railways, etc. With 77 lithographed plates. Folio, 
cloth $12.00 

HOLMES. A. BROMLEY. The Electric Light Popu- 
larly Explained. Fifth edition. Illustrated. 12mo, paper 40 

HOSPIT ALTER, E. Polyphased Alternating Currents. 

Illustrated. 8vo, cloth $1.40 

HOWARD, C. R. Earthwork Mensuration on the Basis 

of the Prismoidal Formulae. Containing Simple and Labor-saving 
Method of obtaining Prismoidal Contents directly from End Areas. 
Illustrated by Examples and accompanied by Plain Rules for Practi- 
cal Uses. Illustrated. 8vo, cloth $1.60 

HOWE, HENRY M. The Metallurgy of Steel. Vol. 

I. Third edition, revised and enlarged. 4to, cloth $10.00 

HUMBER, WILLIAM, C. E. A Handy Book for the 

Calculation of Strains in Girders, and Similar Structures, and their 
Strength ; Consisting of Formulae and Corresponding Diagrams, with 
numerous details for practical application, etc. Fourth edition. 
12mo, cloth $2.50 

HITTTON, W. S. Steam Boiler Construction. A Prac- 
tical Hand Book for Engineers, Boiler Makers and Steam Users. 
With upwards of 300 illustrations. Second edition. 8vo, cloth, $7.00 

HUTTON, W. S. Practical Engineer's Hand-Book, 

comprising a treatise on Modern Engines and Boilers, Marine, Locomo- 
tive and Stationary. Fourth edition. Carefully revised, with addi- 
tions. With upwards of 570 illustrations. 8vo, cloth, $7 00 

The Works' Manager's Hand-Book of Modern 

Rules, Tables, and Data for Civil and Mechanical Engineers, Mill- 
wrights and Boiler-makers, etc., etc. With upwards of 150 illnstra- 
trations. Fifth edition. Carefully revised, with additions. 8vo, 
cloth, $6 00 

ISHERWOOD, B. F. Engineering Precedents for Steam 

Machinery. Arranged in the most practical and useful manner for 
•Engineers. With illustrations. 2 vols, in 1. 8vo, cloth $2.50 

JAMIESON, ANDREW, C.E. A Text-Book on Steam 

and Steam-Engines. Specially arranged for the use of Science and 
Art, City and Guilds of London Institute, and other Engineering 
Students. Tenth edition. Illustrated. 12mo, cloth $3.00 
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JAMIE SON, ANDREW, C. E. Elementary Manual 

on Steam and the Steam Engine. Specially arranged for the use of 
First- Year Science and Art, City and Guilds of London Institute, and 
other Elementary Engineering Students. Third edition. 12mo, 
cloth $1.40 

JANNETTAZ, EDWARD. A Guide to the Determina- 
tion of Rocks : being an Introduction to Lithology. Translated from 
the French by G. W. Plympton, Professor of Physical Science at 
Brooklyn Polytechnic Institute. 12mo, cloth $1.50 

JOHNSTON, Prof. J. P. W., and CAMERON, Sir Chas. 

Elements of Agricultural Chemistry and Geology. Seventeenth 
edition. 12mo, cloth 82.60 

JOYNSON, F. H. The Metals used in Construction. 

Iron, Steel, Bessemer Metal, etc. Illustrated. 12mo, cloth 75 

Designing and Construction of Machine Gearing. 

Illustrated. 8vo, cloth $2.00 

KANSAS CITY BRIDGE, THE With an Account of 

the Regimen of the Missouri River and a Description of the Methods 
used for Founding in that River. By O. Ohanute, Chief Engineer, and 
George Morrison, Assistant Engineer. Illustrated with 5 lithographic 
views and 12 plates of plans. 4to, cloth $6.00 

KAPP, GISBERT, C.E. Electric Transmission of Ener- 
gy and its Transformation, Subdivision, and Distribution. A Practical 
hand-book. Fourth edition. Revised. 12mo, cloth $3.50 

Dynamos, Alternators and Transformers. 138 Illus- 
trations. 12mo, cloth $4.00 

KEMPE, H. It. The Electrical Engineer's Pocket 

Book of Modern Rules, Formulae, Tables and Data. Illustrated. 
32mo. Mor. gilt 81.75 

KENNELLY, A. E. Theoretical Elements of Electro- 
Dynamic Machinery. 8vo, cloth $1.50 

KILGOUR, M. H., SWAN, H., and BIGGS, C. H. W- 

Electrical Distribution, its Theory and Practice. 174 Illustrations. 
12mo, cloth $4.00 

KING, W. H. Lessons and Practical Notes on Steam. 

The Steam-Engine, Propellers, etc., for Young Marine Engineers, 
Students, and others. Revised by Chief Engineer J. W. King, United 
States Navy. Nineteenth edition, enlarged. 8vo, cloth $2.00 

KINGDON, J. A. Applied Magnetism. An introduc- 
tion to the Design of Electromagnetic Apparatus. 8vo, cloth. ..$3.00 

KIRKALDY, Wm. G. Illustrations of David KLrk- 

aldv's System of Mechanical Testing, as Originated and Carried On 
by him during a Quarter of a Century. Comprising a Large Selection 
of Tabulated Results, showing the Strength and other Properties of 
Materials used in Construction, with Explanatory Text and Historical 
Sketch. Numerous engravings and 25 lithographed plates. 4to, 
cloth $20.00 



SCIENTIFIC PUBLICATIONS. 



13 



KIRKWOOD, JAS. P. Report on the Filtration of 

River Waters for the supply of Cities, as practised in Europe, mide 
to the Board of Water Commissioners of the city of St. Louis. Illus- 
trated by 30 double-plate engravings. 4 to, cloth $7.50 

KTTNZ, GEO. F. Gems and Precious Stones of North 

America. A Popular Description of Their Occurence, Value, History, 
Archaeology, and of the Collections in which They Exist ; also a Chap- 
ter on Pearls and on Remarkable Foreign Gems owned in the United 
States. Illustrated with eight Colored Plates and numerous minor 
Engravings. Second edition, with "appendix. 4to, cloth $10.00 

LARRABEE, C. S. Cipher and Secret Letter and Tele- 
graphic Code, with Hog's Improvements. The most perfect Secret 
Code ever invented or discovered. Impossible to read without the 
key. 18mo, cloth 60 

LAZELLE, H. M. One Law in Nature. A New 

Corpuscular Theory comprehending Unity of Force, Identity of 
Matter, and its Multiple Atom Constitution, etc. 12mo, cloth, . .$1.50 

LEITZE, ERNST. Modern Heliographic Processes. 

A Manual of Instruction in the Art of .Reproducing Drawings, En- 
gravings, etc., by the action of Light. With 32 woodcuts and ten 
specimens of Heliograms. 8vo, cloth. Second edition $3.00 

LOCKE, ALFRED G. and CHARLES G. A Practical 

Treatise on the Manufacture of Sulphuric Acid. With 77 Construc- 
tive Plates drawn to Scale Measurements, and other Illustrations. 
Royal 8vo, cloth $15.00 

LOCKWOOD, THOS. D. Electricity, Magnetism, and 

Electro-Telegraphy. A Practical Guide for Students, Operators, and 
Inspectors. 8vo, cloth. Third edition $2.50 

LOCKWOOD, THOS. D. Electrical Measurement and 

the Galvometer ; its Construction and Uses. Second edition. 32 il- 
lustrations. 12 mo, cloth $1.50 

LODGE, OLIVER J. Elementary Mechanics, includ- 
ing Hydrostatics and Pneumatics. Revised edition. 12mo, cloth, $1.50 

LOSING, A. E. A Hand-Book of the Electro-Magnetic 

Telegraph. Paper boards 50 

Cloth 75 

Morocco $1.00 

LUNGE, GEO. A Theoretical and Practical Treatise 

on the Manufacture of Sulphuric Acid and Alkali with the Collateral 
Branches. Vol. I. Sulphuric Acid. Second edition, revised and 

enlarged. 342 illustrations. 8vo, cloth $15.00 

Vol. II. 8vo, cloth $16.80 

Vol. III. 8vo, "cloth. New edition, 1896 $15.00 

and HUNTER, F. The Alkali Maker's Pocket 

Book. Tables and Analytical Methods for Manufacturers of Sul- 
phuric Acid, Nitric Acid, Soda, Potash and Ammonia. Second 
edition. 12mo, cloth $3.00 
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MACCORD, Prof. C. W. A Practical Treatise on the 

Slide- Valve by Eccentrics, examining by methods the action of the 
Eccentric upon the Slide-Valve, and explaining the practical processes 
of laying out the movements, adapting the Valve for its various 
duties in the Steam-Engine. Second edition. Illustrated. 4to, 
cloth $2.50 

MAGT7IRE, WM. R. Domestic Sanitary Drainage 

and Plumbing Lectures on Practical Sanitation. 332 illustrations. 
8vo $4.00 

MAVEE, WM. American Telegraphy : Systems, Ap- 
paratus, Operation. 450 illustrations. 8vo, cloth $3.50 

MATER, PROF. A. M. Lecture Notes on Physics. 

8vo, cloth. $ :.0J 

McCUIiLOCH, Prof. R. S. Elementary Treatise on 

the Mechanical Theory of Heat, and its application to Air and Steam 
Engines. 8vo, cloth $3.50 

McNEILL, BEDFORD. McNeill's Code. Arranged 

to meet the requirements of Mining, Metallurgical and Civil Engi- 
neers, Directors of Mining, Smelting and other Companies, Bankers, 
Stock and Share Brokers, Solicitors, Accountants, Financiers, and 
General Merchants. Safety and Secrecy. 8vo, cloth $7.50 

MERRILL, Col. WM. E., U.S.A. Iron Truss Bridges 

for Railroads. The method of calculating strains in Trusses, with a 
careful comparison of the most prominent Trusses, in reference to 
economy in combination, etc. Illustrated. 4to, cloth. 4th ed., $5.00 

METAL TURNING. By a Foreman Pattern Maker. 

Illustrated with 81 engravings. 12mo, cloth $1.50 

MINIFIE, WM. Mechanical Drawing. A Textbook of 

Geometrical Drawing for the use of Mechanics and Schools, in which 
the Definitions and Rules of Geometry are familiarly explained ; the 
Practical Problems are arranged from the most simple to the more 
complex, and in their description technicalities are avoided as much as 
possible. With illustrations for Drawing Plans, Sections, and Eleva- 
tions of Railways and Machinery ; an Introduction to Isometrical Draw- 
ing, and an Essay on Linear Perspective and Shadows. Illustrated with 
over 200 diagrams engraved on steel. Ninth thousand. With an 
appendix on the Theory and Application of Colors. 8vo, cloth. .$4.00 



MINIFIE, WM. Geometrical Drawing. Abridged from 

the octavo edition, for the use of schools. Illustrated with 48 steel 
plates. Ninth edition. 12mo, cloth $2.00 



MODERN METEOROLOGY. A Series of Six Lectures, 

delivered under the auspices of the Meteorological Society in 1870. 
Illustrated. 12mo, cloth $1.50 
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MOREINQ, C. A., andNEAL, THOMAS. Telegraphic 

Mining Code Alphabetically arranged. Second edition. 8vo, 
cloth $8.40 

MORRIS, E. Easy Rules for the Measurement of Earth- 
works by means of the Prismoidal Formula. 8vo, oloih, illus'td. .$1.50 

MOSES, ALFRED J., and PARSONS, C. L. Elements 

of Mineralogy, Crystallography and Blowpipe Analysis from a prac- 
tical standpoint. 8vo, cloth, 336 illustrations $2.00 

MULLIN, JOSEPH P., M.E. Modern Moulding and 

Pattern-Making. A Practical Treatise upon Pattern-Shop and Foun- 
dry Work : embracing the Moulding of Pulleys, Spur Gears, Worm 
Gears, Balance- Wheels, Stationary Engine and Locomotive Cylinders, 
Globe Valves, Tool Work, Mining Machinery, Screw Propellers, Pat- 
tern-Shop Machinery, and the latest improvements in English and 
American Cupolas; together with a large collection of original and 
carefully selected Rules and Tables for every-day use in the Drawing 
Office, Pattern-Shop and Foundry. 12mo, cloth, illustrated. . . .$2.50 

MXJNRO, JOHN, C.E., and JAMIESON, ANDREW, 

C.E. A Pocketbook of Electrical Bules and Tables for the use of 
Electricians and Engineers. Twelfth edition, revised and enlarged. 
With numerous diagrams. Pocket size. Leather $2.50 

MURPHY, J. Gh, M.E. Practical Mining. A Field 

Manual for Mining Engineers. With Hints for Investors in Mining 
Properties. 16mo, morocco tucks $1.50 

NAQX7ET, A. Legal Chemistry. A Guide to the Detec- 
tion of Poisons, Falsification of Writings, Adulteration of Alimentary 
and Pharmaceutical Substances, Analysis of Ashes, and examination of 
Hair, Coins, Arms, and Stains, as applied to Chemical Jurisprudence, 
for the use of Chemists, Physicians, Lawyers, Pharmacists and Experts. 
Translated, with additions, including a list of books and memoirs on 
Toxicology, etc., from the French, by J. P. Battershall, Ph.D., with a 
preface by C. F. Chandler, Ph.D., M.D., LL.D. 12mo, cloth. .$2.00 



NASMITH, JOSEPH, The Student's Cotton Spi 

Third edition, revised and enlarged. 8vo, cloth, 622 pages, 250 
illustrations $2.50 

NEW ALL, JOHN W. Plain Practical Directions for 

Drawing, Sizing and Cutting Bevel-Gears, showing how the Teeth 
may be out in a Plain Milling Machine or Gear Cutter so as to give 
them a correct shape from end to end ; and showing how to get out 
all particulars for the Workshop without making any Drawings. 
Including a Full Set of Tables of Beference. Folding Plates. 8vo, 
cloth $3.00 
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NEWLANDS, JAMES. The Carpenters' and Joiners' 

Assistant : being a Comprehensive Treatise on the Selection, Prepara- 
tion and Strength of Materials, and the Mechanical Principles of 
Framing, with their application in Carpentry, Joinery, and Hand- 
Bailing ; also, a Complete Treatise on Sines ; and an illustrated Glos- 
sary of Terms used in Architecture and Building. Illustrated. Folio, 
half mor $15.00 

NIPHER, FRANCIS E. 9 A.M. Theory of Magnetic 

Measurements, with an appendix on the Method ofLeast Squares. 
12mo, cloth $1.00 

NOAD, HENRY M. The Students' Text Book of 

Electricity. A new edition, carefully revised. With an Introduction 
and additional chapters by W. H. Preece. With 471 illustrations. 
12mo, cloth $4.00 

NX7GENT, E. Treatise on Optics; or, Light and Sight 

theoretically and practically treated, with the application to Fine Art 
and Industrial Pursuits. With 103 illustrations. 12mo, cloth. . .$1.50 

OSBORN, FRANK C. Tables of Moments of Inertia, 

and Squares of Radii of Gyration; Supplemented by others on the 
Ultimate and Safe Strength of Wrought Iron Columns, Safe Strength 
of Timber Beams, and Constants for readily obtaining the Shearing 
Stresses, Reactions, and Bending Moments in Swing Bridges. 12mo, 
leather $3. 00 

OSTERBERG, MAX. Synopsis of Current Electrical 

Literatnre, compiled from Technical Journals and Magazines during 
1895. 8vo, cloth $1.00 

PAGE, DAVID. The Earth's Crust, A Handy Out- 
line of Geology. lBmOj, cloth 75 

PALAZ, A., ScD. A Treatise on Industrial Photome- 

i try, with special application to Electric Lighting. Authorized trans- 
i lation from the French by George W. Patterson, Jr. Second edition, 
! revised. 8vo, cloth. Illustrated $4.00 

PARSHALL, H. R, and HOBART, H. M. Armature 

! Windings of Electric Machines. With 1 4.0 full page plates, 65 ta- 
bles, and 165 pages of descriptive letter-press. 4to, cloth $7 50 

PARSHALL, H. F. Electrical Equipment of Tram- 

waya (In the Press) 

PEIRCE, B. System of Analytic Mechanics. 4to, 

cloth $10. 00 

Linear Associative Algebra. New edition with addenda 

and notes by C. L. Pierce. 4to, cloth $4.00 

PETERS, Dr. EDWARD M. Modern American Me- 
thods of Copper Smelting. Numerous illustrations. Seventh edition, 
revised and enlarged. 8vo, cloth $5.00 
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PHILLIPS, JOSHUA. Engineering Chemistry. A 

Practical Treatise for the use of Analytical Chemists, Engineers, Iron 
Masters, Iron Founders, students and others. Comprising methods 
of Analysis and Valuation of the principal materials used in Engin- 
eering works, with numerous Analysis, Examples and Suggestions. 
314 Illus. Second edition, revised and enlarged. 8vo, cloth. . .$4.00 

PLANE TABLE, The. Its Uses in Topographical 

Surveying. From the Papers of the United States Coast Survey. 

Illustrated. 8vo, cloth $2.00 

"This work gives a description of the Plane Table employed at the 
United States Coast Survey office, and the manner of using it." 

PL ANTE, GASTON. The Storage of Electrical Energy, 

and Researches in the Effects created by Currents, combining Quan- 
tity with High Tension. Translated from the French by Paul B. 
Elwell. 89 illustrations. 8vo $4.00 

PL ATTNER. Manual of Qualitative and Quantitative 

Analysis with the Blow-Pipe. From the last German edition, revised 
and enlarged, by Prof. Th. Richter, of the Royal Saxon Mining 
Academy. Translated by Prof. H. B. Cornwall, assisted by John H. 
Caswell. Illustrated with 87 woodcuts and one lithographic plate. 
Seventh edition, revised. 560 pages. 8vo, cloth $5.00 

PLYMPTON, Prof GEO. W. The Blow-Pipe. A 

Gaide to its use in the D iter initiation of Salts and Minerals. Com 
piled from various sources. 12mo, cloth $1.50 

The Aneroid Barometer : its Construction and Use. 

Compiled from several sources. Fourth editiou. 16mo, boards il 

lustrated 50 

Morocco, $1.00 

POCKET LOGARITHMS, to Four Places of Decimals, 

including Logarithms of Numbers, and Logarithmic Sines and Tan- 
gents to Single Minutes. To -which is added a Table of Natural 
Sines. Tangents, and Co-Tangents. 16mo, boards 50 

POOLE, JOSEPH. The Practical Telephone Hand- 

Book and Guide to the Telephonic Exchange. 227 illustrations. 
12mo, cloth $1.00 

POPE, F. L. Modern Practice of the Electric Tele- 
graph. A Technical Hand-Book for Electricians, Managers and 
Operators. Fourteenth edition, rewritten and enlarged, and fully 
illustrated. 8vo, cloth 81.50 

POWLES, H. H. Steam Boilers (In the Press) 

PRAY, Jr., THOMAS. Twenty Years with the In- 
dicator; being a Practical Text-Book for the Engineer or the Student, 
with no complex Formulae. Illustrated.. 8vo, cloth $2.50 
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PRAY, Jr., THOMAS. Steam Tables and Engine Con- 
stants. Compiled from Regnault, Rankine and Dixon directly, 
making use of the exact records. 8vo, cloth $2 00 

PRACTICAL IRON POUNDING. By the author of 

"Pattern Making," &c, &c. Illustrated with over one hundred 
engravings. 12mo, Cloth $1.50 

PREECE, W. H., and STTTBBS, A. T. Manual of Tele- 
phony. Illustrations and plates . 12mo, cloth $4.50 

PREMIER CODE (In the Press) 

PRESCOTT, Prof. A. B. Organic Analysis. A Manual 

of the Descriptive and Analytical Chemistry of certain Carbon Com- 
pounds in Common Use ; a Guide in the Qualitative and Quantitative 
Analysis of Organic Materials in Commercial and Pharmaceutical 
Assays, in the estimation of Impurities under Authorized Standards, 
and in Forensic Examinations for Poisons, with Directions for Ele- 
mentary Organic Analysis. Third edition. 8vo, cloth $5.00 

Outlines of Proximate Organic Analysis, for the 

Identification, Separation, and Quantitative Determination of the 
more commonly occurring Organic Compounds. 4th ed. 12mo, cL $1.75 

First Book in Qualitative Chemistry. Eighth 

edition. 12mo, cloth $1.50 

and OTIS COE JOHNSON. Qualitative Chemical 

Analysis. A Guide in the Practical Study of Chemistry and in the 
work of Analysis. Fourth fully revised edition. With Descriptive 
Chemistry extended throughout. $3.50 

PRITCHARD, O. G. The Manufacture of Electric 

Light Carbons. Illustrated. 8vo, paper 60 

PUIiSIPER, W. H. Notes for a History of Lead. 8vo, 

cloth, gilt tops $4.00 

PYNCHON, Prof. T. R. Introduction to Chemical 

Physics, designed for the use of Academies, Colleges, and High 
Schools. Illustrated with numerous engravings, and containing copious 
experiments with directions for preparing them. New edition, revised 
and enlarged, and illustrated by 269 illustrations on wood. Crown 
8vo, cloth $3.00 

RAFTER, GEO. W. and M. N. BAKER. Sewage 

Disposal in the United States. Illustrations and folding plates. Sec- 
ond edition. 8vo., Cloth $6.00 

RAM, GILBERT S. The Incandescent Lamp and its 

Manufacture. 8vo. , cloth $3.00 

RANDALL, J. E. A Practical Treatise on the Incan- 
descent Lamp. Illustrated. 16mo, cloth 50 
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RANDALL, F. M. Quartz Operator's Hand-book. 

New edition, revised and enlarged, fully illustrated. 12mo, ol., $2.00 

RANKINE, W. J. MACQTTORN, C.E., LL.D., F. R. S. 

Applied Mechanics. Comprising the Principles of Statics and Cine- 
matics, and Theory of Structures, Mechanism, and Machines. With 
numerous diagrams. Fourteenth edition. Thoroughly revised by 
W. J. Millar. Crown 8vo, cloth $5.00 

Civil Engineering. Comprising Engineering Sur- 
veys, Earthwork, Foundations, Masonry, Carpentry, Metal- Work, 
Boads, Railways, Canals, River >, Water- Works, Harbors, etc. With 
numerous tables and illustrations. Eighteenth edition. Thoroughly 
revised by W. J. Millar. Crown, 8vo, cloth $6.50 

Machinery and Millwork. Comprising the Geom- 
etry, Motions, Work, Strength, Construction, and Objects of 
Machines, etc. Illustrated with nearly 300 woodcuts. Sixth edition. 
Thoroughly revised by W. J. Millar. Crown 8vo, cloth $5.00 

The Steam-Engine and Other Prime Movers. With 

diagram of the Mechanical Properties of Steam, folding plates, 
numerous tables and illustrations. Thirteenth edition. Thoroughly 
revised by W. J. Millar. Crown, 8vo, cloth $5.00 

Useful Rules and Tables for Engineers and Others. 

With appendix, tables, tests, and formulae for the use of Electrical 
Engineers. Comprising Submarine Electrical Engineering, Electric 
Lighting, and Transmission of Power. By Andrew Jamieson, C.E., 
F.R.S.E. Seventh edition. Thoroughly revised by W. J. Millar. 
Crown 8vo, cloth $4.00 

A Mechanical Text Book. By Prof. Macquorn Rankine 

and E. F.B amber, C. E. With numerous illustrations. Fourth 
edition. Crown, 8vo, cloth $3.50 

RECKENZATTN, A. Electric Traction on Railways 

and Tramways. 213 Illustrations, 12mo, cloth $4.00 

SEED'S ENGINEERS' HAND-BOOK, to the Local 

Marine Board Examinations for Certificates of Competency as First 
and Second Class Engineers. By W. H. Thorn. With the answers 
to the Elementary Questions. Illustrated by 297 diagrams and 36 large 
plates. 15th edition, revised and enlarged. 8vo, cloth $4.50 

Key to the Fifteenth Edition of Reed's Engineers' 

Hand-book to the Board of Trade Examinations for First and Second 
Class Engineers and containing the working of all the questions given 
in the examination papers. Jby W. H. Thorn. 8vo., cloth 3.00 

REINHART, CHAS. W. Lettering for Draftsmen, 

Engineers and Students. A Practical System of Free-hand Lettering 
for Working Drawings. Second edition, revised. Oblong boards $1. 00 

BICE, Prof. J. M., and JOHNSON, Prof. W. W. On a 

New Method of obtaining the Differential of Functions, with especial 
reference to the Newtonian Conception of Bates or Velocities. 12mo, 
paper 50 



20 



D. VAN NOSTRAND COMPANY'S 



RIPPER, WILLIAM. A Course of Instruction in 

Machine Drawing and Design for Technical Schools and Engineer 
Students. With 52 plates and numerous explanatory engravings. 
Folio, cloth 66.00 

ROEBLING. J. A. Long and Short Span Railway 

Bridges. Illustrated with large copperplate engravings of plans and 
views. Imperial folio, cloth $25.00 

ROGERS, Prof. H. D. The Geology of Pennsylvania. 

A Government Survey, with a General View of the Geology of the 
United States, essays on the Coal Formation and its Fossils, and a 
description of the Goal Fields of North America and Great Britain. 
Illustrated with plates and engravings in the text. 3 vols, 4to, cloth, 
with portfolio of maps $15.00 

ROSE, JOSHUA, M.E. The Pattern-Makers' Assistant. 

Embracing Lathe Work, Branch Work, Core Work, Sweep Work, and 
Practical Gear Constructions, the Preparation and Use of Tools, 
together with a large collection of useful and valuable Tables. Sev- 
enth edition. Illustrated with 250 engravings. 8vo, cloth $2.50 

Key to Engines and Engine-Running. A Practi- 
cal Treatise upon the Management of Steam Engines and Boilers for 
the Use of Those who Desire to Pass an Examination to Take Charge 
of an Engine or Boiler. With numerous illustrations, and Instruc- 
tions Upon Engineers' Calculations, Indicators, Diagrams, Engine 
Adjustments, and other Valuable Information necessary for Engineers 
and Firemen. 12mo, cloth $3.00 

SABINE, ROBERT. History and Progress of the 

Electric Telegraph. With descriptions of some of the apparatus. 
Second edition, with additions. 12mo, cloth $1.25 

SAELTZER, ALEX. Treatise on Acoustics in connec- 
tion with Ventilation. 12mo, cloth $1.00 

SALOMONS, Sir DAVID, M. A. Electric-Light Instal- 
lations. A Practical Handbook. Seventh edition, revised and en- 
larged with numerous illustrations. Vol. I. , The management of Ac- 
cumulators. 12mo, cloth $1.50 

Vol. II., Apparatus, 296 illustrations. 12mo., cloth $2.25 

Vol. III., Applications, 12mo., cloth $1.50 

SATJNNIER, CLAUDIUS. Watchmaker's Handbook. 

A Workshop Companion for those engaged in Watchmaking and 
allied Mechanical Arts. Translated by J. Tripplin and E. Bigg. 
Second edition, revised and appendix. 12mo, cloth $3.50 

SCHELLEN. Dr. H. Magneto-Electric and Dynamo- 
Electric Macnines : their Construction and Practical Application to 
Electric Lighting, and the Transmission of Power. Translated from 
the third German edition by N. S. Keith and Percy Neymann, Ph.D. 
With very large additions and notes relating to American Machines, by 
N. S. Keith. Vol. 1., with 353 illustrations. Second edition, $5.00 
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SCHUMANN, F. A Manual of Heating and Ventilation 

in its Practical Application, for the use of Engineers and Architects. 
Embracing a series of Tables and Formulas for dimensions of heating, 
flow and return pipes for steam and hot- water boilers, flues, etc. 12mo, 
illustrated, full roan $1.50 

Formulas and Tables for Architects and Engineers 



in calculating the strains and capacity of structures in Iron and Wood. 
12mo, morocco, tucks * $1.50 

SCIENCE SERIES, The Van Nostrand. [See List, p. 28 J 

SCRIBNER, J. M. Engineers 9 and Mechanics' Com- 
panion. Comprising United States Weights and Measures. Mensura" 
tion of Superfices and Solids, Tables of Squares and Cubes, Square 
and Cube Boots, Circumference and Areas of Circles, the Mechanical 
lowers, Centres of Gravity, Gravitation of Bodies, Pendulums, Spe- 
cific Gravity of Bodies, Strength, Weight, and Crush of Materials, 
Water- Wheels, Hydrostatics, Hydraulics, Statics, Centres of Percus- 
sion and Gyration, Friction Heat, Tables of the Weight of Metals, 
Scantling, etc., Steam and the Steam-En gine. Twentieth edition, 
revised. 16 mo, full morocco $1.50 

SEATON, A. E. A Manual of Marine Engineering. 

tf$ Comprising the Designing, Construction and Working of Marine 
Machinery. With numerous tables and illustrations reduced from 
Working Drawings. Thirteenth edition. Bevised throughout, with 
an additional chapter on Water Tube Boilers. 8vo, cloth $6.00 

and ROUNTHWAITE, H. M. A Pocketbook of Ma- 
rine Engineering Rules and Tables.. For the use of M irine Engineers 
- and Naval Architects, Designers, Draughtsmen, Superintendents, and 
all engaged in the design and construction of Marine Machinery, Naval 
and Mercantile. Pocket size. Leather, with diagrams $3.00 

SHIELDS, J. E. Notes on Engineering Construction- 
Embracing Discussions of the Principles involved, and Descriptions 
of the Material employed in Tunnelling, Bridging, Canal and Road 
Building, etc. 12mo, cloth 81.50 

SHREVE, S. H. A Treatise on the Strength of Bridges 

and Roofs. Comprising the determination of Algebraic formulas for 
strains in Horizontal, Inclined or Baiter, Triangular, Bowstring, 
Lenticular, and other Trusses, from fixed and moving loads, with 
practical applications, and examples, for the use of Students and 
Engineers. 87 woodcut illustrations. Fourth edition. 8vo, 
cloth, $3.50 

SHTJNK, W. P. The Field Engineer. A Handy Book 

of practice in the Survey, Location, and Truck- work of Bailroads, con- 
taining a large collection of Rules and Tables, original and selected, 
applicable to both the Standard and Narrow Gauge, and prepared 
with special reference to the wants of the young Engineer. Tenth 
edition. Bevised and Enlarged. 12mo, morocco, tucks. ..... . $2.50 
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SIMMS, F. W. A Treatise on the Principles and Prac- 
tice of Levelling. Showing its application to purposes of Railway 
Engineering, and the Construction of Roads, etc. Revised and cor- 
rected, with the addition of Mr. Laws' Practical Examples for setting 
out Railway Curves. Illustrated. 8vo, cloth, $2.50 

Practical Tunnelling. Fourth edition, revised and 



greatly extended. With additional chapters illustrating recent prac- 
tice by D. Kinnear Olark. With 36 x^lates and and other illustrations. 
Imperial 8vo, cloth. 1896 $12.00 

SLATER, J. W. Sewage Treatment, Purification, and 

Utilization. A Practical Manual for the Use of Corporations, Local 
Boards, Medical Officers of Health, Inspectors of Nuisances, Chem- 
ists, Manufacturers, Riparian Owners, Engineers, and Bate-payers. 
12mo, cloth $2.25 

SMITH, ISAAC W.. C.E. The Theory of Deflections 

and of Latitudes and Departures. With special applications to 
Curvilinear Surveys, for Alignments of Railway Tracks. Illustrated. 
16mo, morocco, tucks $3.00 

GITSTAVUS W. Notes on Life Insurance. The- 



oretical and Practical. Third edition. Revised and Enlarged. 8vo, 
cloth $2.00 

SNBLL, ALBION T. Electric Motive Power: The 

Transmission and Distribution of Electric Power by Continuous and 
Alternate Currents. With a Section on the Applications of Electricity 
to Mining Work. 8vo., cloth, illustrated $4.00 

STAHL, A. W., and WOODS, A. T. Elementary- 
Mechanism. A Text- Book for Students of Mechanical Engineering. 
Fourth edition. Enlarged. 12mo, cloth $2. 00 

STALEY, CADY, and PIERSON, GEO. S. The Separ- 
ate System of Sewerage : its Theory and Construction. 8vo, 
cloth. With maps, plates and illustrations. Second edition. . . .$3.00 

STEVENSON, DAVID, F.R.S.N. The Principles and 

Practice of Canal and Biver Engineering. Bevised by his sons David 
Alan Stevenson, B. Sc, F.B.S.E., and Charles Alexander Stevenson, 
B. Sc, F.B.S.E., Civil Engineer. Third edition, with 17 plates* 
8vo, cloth $10.00 

The Design and Construction of Harbors. A Treat- 
ise on Maritime Engineering. Third edition, with 24 plates. 8vo, 
cloth $9.00 

STEWART, R. W. A Text Book of Light. Adapted 

to the Requirements of the Intermediate Science and Preliminary 
Scientific Examinations of the University of London, and also for 
General Use. Numerous Diagrams and Examples. 12mo, cloth; $1.00 

A Text Book of Heat. Illustrated. 8vo, cloth... .$1.0o 
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STEWART, R. W. A Text-Book of Magnetism and 

Electricity. 160 Illustrations and Numerous Examples. 12mo, 
cloth $1.00 

STILES, AMOS. Tables for Field Engineers. Designed 

for use in the field. Tables containing all the functions of a one 
degree curve, from which a corresponding one can be found for any 
required degree. Also, Tables of Natural Sines and Tangents. 12mo, 
morocco, tucks $2.00 

STILLMAN, PAUL.: Steam-Engine Indicator and the 

Improved Manometer Steam and Vacuum Gauges ; their Utility and 
Application. New edition. 12mo, flexible cloth $1.00 

STONE, General ROT. New Roads and Road Laws in 

the United States. 200 pages, with numerous illustrations. 12mo, 
cloth $1.00 

STONEY, B. D. The Theory of Stresses in Girders 

and Similar Structures. With observations on the application of 
Theory to Practice, and Tables of Strength, and other properties of 
Materials. New revised edition, with numerous additions on Graphic 
Statics, Pillars, Steel, Wind Pressure, Oscillating Stresses, Working 
Loads, Riveting, Strength and Tests of Materials. 8vo, 777 pages, 
148 illustrations, and 5 folding plates $12.50 

STTTART, B How to become a Successful Engineer. 

Being Hints to Youths intending to adopt the Profession. Sixth edi- 
tion. 12mo, boards 50 

C. B., C. E. Lives and Works of Civil and Mil- 
itary Engineers of America. With 10 steel-plate engravings. 8vo, 
cloth .$5.00 

SWEET, S. H. Special Report on Coal, showing its 

Distribution, Classification, and Costs delivered over different routes 
to various points in the State of New York and the principal cities on 
the Atlantic Coast. With maps. 8vo, cloth $3.00 

SWINTON, ALAN A. CAMPBELL. The Elementary 

Principle of Electric Lighting. Illustrated. 12mo, cloth 60 

TAYLOR, A. J. WALLIS. Sugar Machinery. A De- 
scriptive Treatise, Devoted to the Machinery and Apparatus used in 
the Manufacture of Cane and Beet Sugars. 12mo, cl. , ill $2.00 

TEMFLETOXT, WM. The Practical Mechanic's Work- 
shop Companion. Comprising a great variety of the most useful 
rules and formulae in Mechanical Science, with numerous tables of 
practical data and calculated results facilitating mechanical operations. 
Revised and enlarged by W. S. Hutton. 12mo, morocco $2.00 

THOIC, CHAS., and WILLIS H. JONES. Telegraphic 

Connections: embracing Recent Methods in Quadruplex Telegraphy. 
Oblong, 8vo, cloth. 20 fall page plates, some colored. $1.50 
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THOMPSON, EDWAJtD P., M. E. How to Make In- 
ventions ; or, Inventing as a Science and an Art. A Practical Guide 
for Inventors. Second edition. 8vo, boards $1.00 

Roentgen Bays and Phenomena of the Anode and 

Cathode. Principles, Applications and Theories. For Students, 
Teachers, Physicians, Photographers, Electricians and others. 
Assissted by Louis M. Pignolet, N D. C. Hodges, and Ludwig 
Gutmann, E. E. With a Chapter on Generalizations, Arguments, 
Theories, Kindred Radiations and Phenomena. By Professor Wm. 
Anthony, formerly of Cornell University, Past Pres. American Inst. 
Electrical Engineers. Royal 8vo, cloth. 50 Diagrams, 40 Half tcnes. 
Price $1.50 

Toothed Gearing. A Practical Hand-Book for Offices 

and Workshops. By a Foreman Patternmaker. 184 Illustrations. 
12mo, cloth .$2.25 

THE VERT, EDWARD. How to build Dynamo-Electric 

Machinery, embracing Theory Designing and the construction of Dy- 
namos and Motors. With appendices on Field Magnet and Armature 
Winding, Management of Dynamos and Motors, and Useful Tables of 
Wire Gauges. Illustrated. 8vo, cloth $2.50 

TREVERT, EDWARD. Electricity and its Recent 

Applications. A practical Treatise for Students and Amateurs, with 
an Illustrated Dictionary of Electrical Terms and Phrases. Illus- 
trated. 12mo, cloth $2.00 

TUCKER, Dr. J. H. A Manual of Sugar Analysis, in" 

eluding the Applications in General of Analytical Methods to th e 
Sugar Industry. With an Introduction on the Chemistry of Can e 
Sugar, Dextrose, Levulose, and Milk Sugar. 8vo, cloth, illus- 
trated $8.50 



TTTMLIRZ, DR. O. Potential and its Application to 

the Explanation of Electric Phenomena, Popularly Treated. Trans- 
lated from the German by D. Robertson. HI. 12mo, cloth $1.25 

TlfNNER, P. A. Treatise on Roll-Turning for the 

Manufacture of Iron. Translated and adapted by John B. Pearse. of 
the Pennsylvania Steel Works, with numerous engravings, woodcuts. 
8vo, cloth, with folio atlas of plates. $10.00 

URQUHART, J. W. Electric Light Fitting. Embody- 
ing Practical Notes on Installation Management. A Hand-book for 
WorkiDg Electrical Engineers — with numerous illustrations. 12mo, 
cloth t . . . .$2.00 

Electro-Plating. A Practical Hand Book on the 

Deposition of Copper, Silver, Nickel, Gold, Brass, Aluminium, Plat- 
ininum, etc. Second edition. 12mp. . $2.00 

Electro-Typing. A Practical Manual forming a 

New and Systematic Guide to the Eeproduction. and Multiplication 
of Printing Surfaces, etc. 12mo. .". . $2.00 
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URQTTHAItT, J. W. Dynamo Construction: a Practi- 
cal Hand- Book for the Use of Engineer Cods true tors and Electricians 
in Charge, embracing Frame Work Building, Field Magnet and 
Armature Winding and Grouping, Compounding, etc.. with Exam- 
ples of Leading English, American and Continental Dynamos and 
Motors, with numerous illustrations. 12mo, cloth $3.00 

Electric Ship Lighting. A Hand-Book on the 

Practical Fitting and Bunning of Ship's Electrical Plant. For the Use 
of Ship Owners and Builders, Marine Electricians and Sea Going 
Engineers in Charge. Numerous illustrations. 12mo, cloth $3.00 

UNIVERSAL (The) TELEGRAPH CIPHER CODE. 

Arranged for General Correspondenee. 12mo, cloth $1.00 

VAN HEURCK, Dr. HENRI. The Microscope, Its 

Construction and Management, including Technique, Photo-Micro- 
graphy and the Past and Future of the Microscope. English edition 
re-edited and augmented by the Author from the fourth French 
edition, and translated by Wynne E. Baxter, F.B.M.S. 3 Plates and 
upwards of 250 Illustrations. Imperial 8vo, cloth $7.00 

VAN NOSTRAND'S Engineering Magazine. Com- 

glete sets, 1869 to 1 886 inclusive 
omplete sets, in 35 vols. , in cloth $60.00 

Complete sets, in 35 vols., in half morocco $100.00 

VAN WAGENEN, T. F. Manual of Hydraulic Mining- 

For the Use of the Practical Miner. Revised and enlarged edition- 
18mo, cloth $1.00 

WALKER, W. H. Screw Propulsion. Notes on Screw 

Propulsion, its Rise and History. 8vo, cloth 75 

SYDNEY F. Electrical Engineering in Our 

Homes and Workshops. A Practical Treatise on Auxiliary Electrical 
Apparatus. Third edition revised, with numerous illustrations. .$2.00 

WANKLYN, J. A. A Practical Treatise on the Exam- 
ination of Milk and its Derivatives, Cream, Butter, and Cheese. 
12mo, cloth ; $1.00 

Water Analysis. A Practical Treatise on the Ex- 
amination of Potable Water. Tenth edition. 12mo, cloth $2.00 

WARD, J. H. Steam for the Million. A Popular Treat- 
ise on Steam, and its application to the Useful Arts, especially to 
Navigation. 8vo, cloth $1.00 

WARING, GEO. E., Jr. Sewerage and Land Drainage. 

Large Quarto Volume. Illustrated with wood-cuts in the text, and 
full-p^ge and . folding plates. Cloth. Third edition $6.00 

Modern Methods of Sewage Disposal for Towns, 



Public Institutions and Isolated Souses. Second edition, revised 
and enlarged. 260 pages. Illustrated, cloth $2. 00 
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WARING, GEO. E., Jr. How to Drain a House. 

Practical Information for Householders. New and enlarged edition. 
12mo, cloth $1.25 

WATT, ALEXANDER. Electro-Deposition. A Prac- 
tical Treatise on the Electrolysis of Gold, Silver, Copper, Nickel, and 
other Metals, with Descriptions of Voltaic Batteries, Magneto and 
Dynamo-Electric Machines, Thermopiles, and of the Materials and 
Processes used in every Department of the Art, and several chapters 
on Electro-Metallurgy. With numerous illustrations. Third edition, 
revised and corrected. Crown 8vo, 568 pages $3.50 

— Electro-Metallurgy Practically Treated. Tenth 

edition, considerably enlarged. 12mo, cloth $1.00 

The Art of Soap-Making. A Practical Handbook 

of the Manufacture of Hard and Soft Soaps, Toilet Soaps, &c. In- 
cluding many New Processes, and a Chapter on the Eecovery of 
Glycerine from Waste Leys. With illustrations. Fourth edition, 
revised and enlarged. 8vo $3.00 

The Art of Leather Manufacture. Being a Prac- 
tical Handbook, in which the Operations of Tanning, Currying, and 
Leather Dressing are Fully Described, and the Principles of Tanning 
Explained, and many Recent Processes Introduced. With numerous 
illustrations. Second edition. 8vo, cloth .$4.00 

WEALE, JOHN. A Dictionary of Terms Used in 

Architecture, Building, Engineering, Mining, Metallurgy, Archaelogy, 
the Fine Arts, etc. , with explanatory observations connected with 
applied Science and Art. Fifth edition, revised and corrected. 1.2mo, 
cloth ; $2.50 

We ale's Rudimentary Scientific Series, [see list, p. 33.] 
WEBB, HERBERT LAWS. A Practical Guide to 

the Testing of Insulated Wires and Cables. Illustrated. 12mo, 
cloth. : $1.00 

The Telephone Hand Book. 128 illustrations. 146 

pages. 16mo., cloth $1.00 

WEEKES, R. W. The Design of Alternate Current 

Transformers. Illustrated. 12mo, cloth $1.00 

WEISBACH, JULIUS. A Manual of Theoretical 

Mechanics. Eighth American edition. Translated from the fourth 
augmented and improved German edition, with an Introduction to 
the Calculus by Eckley B. Ooxe, A.M., Mining Engineer. 1,100 

pages, and 902 woodcut illustrations. 8vo, cloth $10.00 

Sheep $11.00 

WESTON, EDMUND B. Tables Showing Loae of 

Head Due to Friction of Water in Pipes. 12mo, cloth $1.50 
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WEYMOUTH, F. MARTEN. Drum Armatures and 

Commutators. (Theory and Practice.) A complete Treatise on the 
Theory and Construction of Drum Winding, and of commutators for 
closed-coil armatures, together with a full resume of some of the prin- 
cipal points involved in their design, and an exposition of armature 
re-actions and sparking. 8vo, cloth $3.00 

WEYRAUCH, J. J. Strength and Calculations of 

Dimensions of Iron and Steel Construction, with reference to the 
Latest Experiments. 12mo, cloth, plates $1.00 

WHIPPLE, S., C.E. An Elementary and Practical 

Treatise on Bridge Building. 8vo, cloth $4.00 

WILKINSON, H. D. Submarine Cable-Laying, Re- 
pairing and Testing. 8vo, cloth $4.00 

WILLIAMSON, R. S. On the Use of the Barometer on 

Surveys and Recannoiasances. Part I. Meteorology in its Connection 
with Hypsometry. Part IL Barometric Hypsometry. With Illus- 
trative tables and engravings. 4to, cloth. $15.00 

WILLIAMSON, R. S. Practical Tables in Meteor- 
ology and Hypsometry, in connection with the use of the Barometer. 
4to, cloth $2.50 

WILSON, GEO. Inorganic Chemistry, with New No- 
tation. Revised and enlarged by H. G. Madan. New edition. 12 mo, 
cloth 82. 00 

WOODBURY, D. V. Treatise on the Various Elements 

of Stability in the Well-Proportioned Arch. 8vo, half morocco.. $4. 00 

WRIGHT, T. W. Prof. A Treatise on the Adjustment of 

Observations. With applications to Geodetic Work, and other Meas- 
ures of Precision. 8vo, cloth $4.00 

Elements of Mechanics; including Kinematics, 

Kinetics and Statics. With application. , 8vo, cloth $2.50 

WYATT, JAMES. The Phosphates of America. 

Where and How They Occur ; How They are Mined ; and What They 
Cost. With Practical Treatises on the Manufacture of Sulphuric 
Acid, Acid Phosphates, Phosphoric Acid and Concentrated Super- 
phosphates and Selected Methods of Chemical Analysis. 20 Full 
Page Plates and numerous Illustrations. 8vo, cloth $4.00 

WYNKOOP, RICHARD. Vessels and Voyages, as 

Regulated by Federal Statutes and Treasury Instructions and Decis- 
ions. 8vo, cloth $2.00 



Catalogue of the Van Nostrand 

Science Series. 



r'lEV are put up in a uniform, neat, and attractive form. i8mo\ 
boards. Price so cents per volume. The subjects are of an 
eminently scientific character, and embrace a wide range of topics, and 
are amply illustrated when the subject demands* 

No. x. CHIMNEYS FOR FURNACES AND STEAM-BOILERS. 

By R. Armstrong, C.E. Third American edition, revised and partly 
rewritten, with an appendix on Theory of Chimney Draught, by F. E. 
Idell, M.E. 

No. 2. STEAM-BOILER EXPLOSIONS. By Zerah Colburn. New 
edition, revised by Prof. R. H. Thurston., 

No. 3. PRACTICAL DESIGNING OF RETAINING- WALLS. 

By Arthur Jacob, A.B. Second edition, revised, with additions by Prof. 
W. Cain. 

No. 4. PROPORTIONS OF PINS USED IN BRIDGES. Second 
edition, with appendix. By Charles E. Bender, C.E. 

No. 5. VENTILATION OF BUILDINGS. By W. K. Butler. Second 
edition, re-edited and enlarged by James L. Greenleaf, C.E. 

No. 6. ON THE DESIGNING AND CONSTRUCTION OF 

STORAGE RESERVOIRS. By Arthur Jacob, A.B. Second edition, 
revised, with additions by E. Sherman Gould. 

No. 7. SURCHARGED AND DIFFERENT FORMS OF RE- 
TAIN ING-W ALLS. By James S. Tate, C.E. 

No. 8. A TREATISE ON THE COMPOUND ENGINE. By John 
Turnbull, jun. Second edition, revised by Prof. S. W. Robinson. 

No. 9. A TREATISE ON FUEL. By Arthur V. Abbott, C. E. 
Founded on the original treatise of C. William Siemens, D.C.L. 

No. 10. COMPOUND ENGINES. Translated from the French of A. 
Mallet. Second edition, revised, with Results of American Practice, by 
Richard H. Buel, C.E. 

No. 11. THEORY OF ARCHES. By Prof. W. Allan. 

No. 12. A THEORY OF VOUSSOIR ARCHES. By Prof. W. E. 
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